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F all the works of man in the various branches of en- 
gineering 1 , none are so wonderful, so majestic, so awe- 
inspiring as the works of the Civil Engineer. It is the Civil 
Engineer who throws a great bridge across the yawning chasm 
which seemingly forms an impassable obstacle to further 
progress. He designs and builds the skeletons of steel to dizzy 
heights, for the architect to cover and adorn. He burrows 
through a great mountain and reaches the other side within a 
fraction of an inch of the spot located by the original survey. 
He scales mountain peaks, or traverses dry river beds, survey- 
ing and plotting hitherto unknown, or at least unsurveyed, 
regions. He builds our Panama Canals, our Arrow Rock and 
Roosevelt Dams, our water-works, filtration plants, and prac- 
tically all of our great public works. 

^L The importance of all of these immense engineering 
projects and the need for a clear, non-technical presentation of 
the theoretical and practical developments of the broad field 
of Civil Engineering has led the publishers to compile this 
great reference work. It has been their aim to fulfill the de- 
mands of the trained engineer for authoritative material which 
will solve the problems in his own and allied lines in Civil 
Engineering, as well as to satisfy the desires of the self-taught 



many and valuable, but their information is too voluminous to 
be of the greatest value for ready reference. The Cyclopedia of 
Civil Engineering offers more condensed and less technical 
treatments of these same subjects from which all unnecessary 
duplication has been eliminated; when compiled into nine 
handy volumes, with comprehensive indexes to facilitate the 
looking up of various topics, they represent a library admirably 
adapted to the requirements of either the technical or the 
practical reader. 

C The Cyclopedia of Civil Engineering has for years occupied 
an enviable place in the field of technical literature as a 
standard reference work and the publishers have spared no 
expense to make this latest edition even more comprehensive 
and instructive. 

Q In conclusion, grateful acknowledgment is due to the staff 
of authors and collaborators engineers of wide practical ex- 
perience, and teachers of well recognized ability without 
whose hearty co-operation this work would have been im- 
possible. 
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STEEL WORK AND CONCRETE ABUTMENT OP NEW HELL GATE BRIDGE 



PART I 



ANALYSIS 

1. Introduction. The following treatment of the subject of 
Bridge Analysis, while not exhaustive, is regarded as sufficiently 
elaborate to develop and instill the principal theoretical considera- 
tions, to illustrate the most convenient and practical methods of 
analyzing the common forms of trusses and girders, and also to lay 
a sufficient foundation for the analysis of such other trusses as are 
not specifically mentioned or treated herein. 

The necessary steps and operations required for a proper analysis 
of the several types of bridges are fully demonstrated by sketches 
and computations, the numerical values being mechanically obtained 
by the use of a slide rule, which is a handy instrument for quickly 
performing the operations of multiplication and division, and for 
squaring and extracting the roots of numbers. The values given 
may differ from the exact value by one unit in the second decimal 
place (seldom more) and are sufficiently accurate for the purpose of 
design. All bridge computers should be proficient in the use of the 
slide rule. 

The problems given in the back of this Instruction Paper, 
exemplifying the practical application of the subject-matter treated 
in the various articles, should be solved by the student as each article 

is mastered. 

HISTORY 

2. Early Bridges, Early bridges were not bridges according 
to the present conception of the term. They were simple pile 
trestle bents placed at frequent intervals and connected by wooden 
beams on which the floor was placed. The Pans siiUiciv.s, built over 
the Tiber, at Rome, about 650 years before Christ was born, was of 
this trestle type. Also the .famous bridge built by Ca?sar across the 
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feet, which has never been eclipsed or equaled . . . . . 

3 Truss Bridge Development. The first truss bridge is ^up- 
posed to have been originated by Palladio, an Italian, who used the 
king-post truss (Fig. 1) about 1570. Its importance was not recog- 
nized, and it became entirely fur- 
gotten until it was rediscovered in 
1798 by Theodore Burr, an Ameri- 
can, who used it in his construction. 
About the same time, Burr in vented 
the truss that bears his name, 
which was in reality a series of 
king-post trusses (see Fig. S). Thin 
was found to be unstable under moving loads, and was therefore 
stiffened by the use of an arch (Fig. 2), or was built somewhat U.H an 
arch, there being considerable rise at the center of the span (Fig. IJ), 
By 1830 the principle of the "double cross-bracing in the panel was 
understood; and in quick succession came the patents of Long, 
Howe, Pratt, and Whipple on forms of trusses which bear their 
respective names. 

It remained for Squire Whipple in 1847 to place the science of 
bridge building on a rational and exact mathematical basis such 




Fig. 1. King-Post Truss. 




Fig. 3. King-Post Truss Bridge SUITunoil by Arch. 



as is now used. Previous to this time, and indeed several yeurs 
afterwards for Whipple's work did not become generally known 
until a much later date bridges were built, not from previously 
computed strains, but by "judgment." All parts of a bridge, were 
made of the same size, and if one started to fail it was replaced l.v 



as very strong. The failures are not remembered; but the sound 
judgment of many of our earlier bridge engineers is recorded in the 
wooden structures they left behind them, some of which have stood 
the demands of traffic for over a century. After 1850, bridges were 
built from computed stresses; wood was discarded; and the develop- 
ment became rapid, until about 1870, when the introduction of sub- 
diagonal systems brought the truss system to practically what it is 
to-day. 

DEFINITIONS AND DESCRIPTIONS 

4. Trusses. A truss is a series of members taking stress in 
the direction of their length, placed together so as to form a triangle 




Fig. 3. Burr Truss Bridge, Arched. 



or system of triangles, which, when placed upon supports a certain 
distance apart, will, in addition to their own weight, sustain certain 
loads applied at the points where the members intersect. These 
points are called panel points. 

5. Bridge Trusses. A bridge truss is one in which the members 
that carry the superimposed loads are in the same plane. Usually 
this plane is vertical. 

6. Truss Bridges. A truss bridge is a structure consisting of 
two or more usually two bridge trusses connected by a system 
of beams called the floor system, which transfer to panel points the 
load for which the trusses are designed. 

7. Girders. These are beams consisting of a wide, thin plate, 
called a web plate, with shapes, usually angles and narrow, thin 
plates called flanges, at the top and bottom edges. All are firmly 



9. Deck Bridges. In cases where the floor system connects 
the trusses at their tops, the bridge is called a deck bridge, since the 
traffic moves on a deck, as it were (see Fig. 4). 




Fig. 4. Deck Bridge. 





Fig. 5. Through Bi-idge. 

10. Through Bridges. In cases where the floor system con- 
nects the bottoms of the trusses, the bridge is called a through bridge, 
as the traffic moves through the space between the trusses (see Fig. 5). 

11. Members of a Truss. Each truss consists of a top and 
bottom chord, end-posts, and iveb members. The web members are 
further divided into hip verticals, intermediate posts, and diagonals. 
Fig. 6 shows these various classes, A-A being top chord, B-B 




Fig. 6. Showing the Members of a Truss. 



bottom chord, A-B end-posts, vertical members C-b intermediate 
posts, A-a hip verticals, and A-b and C-b diagonals. 

12. Pony=Truss Bridges. When the height of the trusses of 
a through bridge is less than the heierht of the loads that. <ro over 



16. Lateral Bracing. In ail deck bridges, and in all through 
bridges except pony-truss bridges, the chords which are not con- 
nected by the floor system are connected by a horizontal truss system 
called the lateral bracing. In all bridges the chords 'which are con- 
nected by the floor system are connected by a horizontal truss system, 
also called the lateral bracing. One of these systems is called the 



\ 



Stringers 
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Fig. 7. Through Bridge, Showing Top and Bottom Systems of Lateral Bracing, also 
PorUil Uniting and Floor System. 

top lateral sijstem, as it connects the top chords; and the other is called 
the bottom lateral system, as it connects the bottom chords (see Fig. 7). 
14. Portals. In through bridges, the end-posts of the pair 
cf trusses are connected by a system of braces in order to preserve 
the rectangular cross-section of the bridge. This is called the portal 
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called Knce-oraces, anu uie inn^ o-y ....... ;/ 

18. Floor Systems. In both highway and railway 
there are beams running from the intermediate posts or 
ticals across to the like members opposite. These arc raile 
beams. In highway bridges, there are smaller beams running 
to the trusses and resting at their ends upon the lloor-bcams. 
are called floor-joists, and the plank or other floor rests direef 
them. In railway bridges, two beams or girders per ( rack run 
to the trusses and are connected at their ends to <h- lU.r 
These are called track stringers (or simply ,v/nw/wi. The 
directly upon them. The various members of (he ilir sy 
a railway bridge are shown in Fig. 7. The diagonals eonnee 
top chords, and those connecting the bottom chords, an- (he 
bottom laterals respectively. 

CLASSES OP TRUSSES 

17. Names. Trusses may be classified according to thrir 
names, the character of their chords, and (he system of webbinj:. 
Table I gives the classification of the more important of these aeeonl-- 
ing to name. 

TABLE I 
Chronological List of Trusses 




NAME 


YlCAR OF 

ORIOIN 


INVHNTOU 


CiniN'i u\ 


King-Post 


1570 


Pallfulio 


I (Ml V 


King-Post 


1798 


Theodore Burr 


Anirricii 


Burr 


1798 


Theodore Burr 


AllH'I'icil 


Warren 


1838 




I'liifi'laiiil 


Howe 


1840 


William Howe 


Aiiicricji, 


Pratt 


1844 


Thos & Caleb Pratt 


Aiucrii'ii 


'W hippie 
Bowstring 
Baltimore 


1847 
1847 
1877 


Squire Whipple 
Squire Whipple 
Perm. R. R. 


Aincricii 
Auicrii-a 
America 



Of the types of trusses listed in Table 1, (he Warren, 11 owe 
Pratt, Bowstring, and Baltimore are now built; and of ihese n instruc- 
tions probably 90 per cent arc Pratt, trusses. The Baltimore tru> 
is used for lontr snnns nr.lv. 





Fig. 8. Burr Truss. 




Fig. 9. Warren Truss. 




Fig. 10. Howe Truss. 




Fig. 11. Pratt Truss. 





cnoras are pcuauci. ..* _ 

from the end toward the center, and there is a eonsulcra 
between any two adjacent panels of the .same chord 
sitates different areas for each section. AAlu-n UK* H 
parallel, as in the bowstring truss, the stresses m (he chords an- :,, 
nearly equal that the same area is used throughout or nearly tlm.ui'li 
out ie entire chord. Also, the stresses in llu- diagonals an- n.-.-.rly 
equal. These conditions would seem to indicate that this was. a . ,-ry 
economical form of truss. Theoretically it is; hut practical con- 
siderations-such as the beveled joints and the posts \\hirh urn I b,- 
constructed to withstand reversals of stress-- customarily limit this 
type to the longer spans. 

19. AVeb Characteristics. The web systems of the Uurr, 
Warren, Howe, Pratt, and Bowstring trusses are called w/nj/A- 
terns; that of the Whipple truss is a multipli' system; v.liilr ill".-.- "f 
the Baltimore trusses are examples of webbing with .:/ -.<.//:./.'.-.. 
As the maximum economical panel length has been found to In- a) ut 
25 feet, which makes the economical height of the truss about ."ill 
feet, and as the length of the span should not be more than ten time:, 
the depth, the span for trusses with simple systems of v.ebbiiii!; is 
limited to about 300 feet. In order to increase the limiting span, 
multiple systems like that of the Whipple. or similar ones were intro- 
duced. Calculations of stresses in members of the Whipple tru.. are 
somewhat unreliable on account of the fact that, we are unable to 
tell just how the effects of the loads are distributed. For this rea: t >n . 
that type has gone out of use, and the. sub-systems are used instead. 
These allow spans. of twice the above limit; and, indeed, trusses \vi:h 
this type of webbing have been built up to and over <'()() feet. 'I 'his 
style of webbing can be applied to the bowstring truss, almost all 
long-span bridges being of this type with sub-systems of webbing, 

WEIGHTS OF BRIDGES 

20. Formulae, In order to obtain the stresses due to the 
weight of the structure, the latter quantity must be known. A:- 
this weight can be determined only after the structure has bet 
designed, it is evident that an assumption as to the wei-bf , m ,. : f 1 



it is uubi<jma.ry lu use luriuuiee lu 
derive an approximate weight of sufficient accuracy for purposes of 
computation. Table II gives some of the most reliable formulae. 

TABLE II 
Formulae for Weights of Bridges 



CLASS OF BRIDOE 


WEIGHT OF STEEL PEII LIN-EAR FOOT OF SPAN i AUTHOR* 


Heavy Interurban 




1 / 1 \ 


Riveted 




50Q _j_ig;4.o75_(- bit I + l\ 


E. S. Shaw 




12""^* ' 1,000 "/ 


First-Class High- 








way Riveted 


W = 3 


00-M + 226 + bill + f-fjrjff ) 


E. S. Shaw 


First-Class High- 




\ 1,UUO / 




way Pin 


W = 


34 + 226 + 0.1661 + 0.7Z 


J.A.L.Waddell 


Light Country 








Highway 


W ~ 


250 + 2.5Z 


Author 
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In the above formulae, w = Weight of steel per linear foot of span; 
I = Length of span in feet; b = Breadth of roadway, including sidewalks. 

In using the formulae of Table II, remember that a span has two trusses. 
The weights for highway bridges do not include the weight of the wooden 
floor, which may be assumed as 10 pounds per square foot of floor surface 
All highway bridges have steel joists. The weights of railroad spans do not 
include the weight of the ties and rails, which may be assumed at 400 
pounds per track per linear foot of span. If solid steel floors are to be used? 
700 pounds per linear foot of span are to be added to the weights computed 
from the table. 

All the weights given for railroad spans are for single track. Double- 
track truss-spans are about 95 per cent heavier; and double-track girder-spans 
are 100 per cent heavier. Through girder spans are about 25 per cent heavier 
1h:m dock girder spans; and through truss spans are about 10 per cent heavier 
than deck spans. 

The spans on which Table II is based are of medium steel. Bridges 
built of soft steel or wrought, iron will weigh 10 to 15 per cent more. 



. 

classes of bridges, let it be required to compute the dead weight of a 
100-foot span of each class. For heaviest highway bridges to carry 
heavy interurban cars: 
u, = 600 + 180+ 27 X 16 + 1-^ ( 1 + ^-^ = 1 358 Ibs. per linear ft. 




Fig. 13. Bowstring Truss. 



For heavy riveted highway bridges to carry heavy farm engines: 
- 300 + 100 + 22x16 + ^i + = 87 o lbs - P er linear foot - 




B 

Fig. 14. Two Forms of Baltimore Trusses. 

For heavy pin-connected highway bridges to carry heavy farm or 
traction engines: 

w = 34 +22 X 16 + 0.16 X 16 X 100 + 0.7 X 100 =?'710 lbs. per linear ft. 
For light country highway bridges to carry 100 pounds per square 
foot of floor surface: 

w = 250 + 2.5 X 100 = 500 lbs.. per linear foot. 



" floor = 100 X 16 X 10 = 16JOOO pounds. 
Total dead load = 66 000 pounds. 

The weight per linear foot for a railroad truss bridge of 100-foot 

span is : 

w = 650 + 7 X 100 = 1 350 Ibs. per linear foot. 

This is about the same as that for a heavy interurban bridge 
The reason for this is that in addition to the heavy rolling stock 
of the electric road, the heavy highway traffic must be provided for. 
A deck girder of 100-foot span weighs: 

w = 124 + 12 X 100 = 1 324 Ibs. per linear foot. 

21. Actual Weights and Costs of Railroad Spans. In case actual 
weights can be obtained, a more exact analysis can be made. Weights 
of bridges are given in the accompanying tables and diagrams. 

The weights of through truss spans of medium steel designed 
for E 50 loading are given in Fig. 15. The weights include all 
steel and also the weight of the ties and rails which is taken at 400 
pounds per linear foot of track. The weights for E 60 bridges are 
given in Table III. 

TABLE III 

Weights of Medium Steel Railroad Bridge Loading E 60 
All Weights in Pounds 
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The weights and design of deck plate girders are given in Table 



017 



-1-n'r.l-, 



me lormuue 01 onaw or vvaaaeii 
II). The weights of country bridges, including floor, may be taken 
from the diagram of Fig. 16. 

LOADS 

23. Classes of Loads. Those weights just given constitute 
what is called the dead load of the bridge. The traffic which passes 
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Firr. 15. Wrights of Through Truss-Spans. 
Mcilnim Steel, E 50 Loading. 



50 75 100 155 ISO 175 

Fig. 16. "Weights of Country Bridges, In 
eluding Floor. 



over the bridge is called the live or moving load. In addition to the 
two classes mentioned, is the effect of the wind, which is designated 
as the wind load. These loads vary with the class of bridge, be it 
highway or railway, and with the purpose for which it is intended. 

24. Live Loads for Highway Bridges. Highway bridges are 
usually divided into several classes according to the traffic, which 
may be that of heavy in terurban cars, light trolley-cars, farm engines, 
road rollers, teams, human beings, or some combination of these 
loadings. The standard specifications of J. A. L. Waddell or of 
are obtainable for a very small sum. Their 



mation. 

The trusses of country highway bridges are usually designed for 
a live load of 100 pounds per square foot of roadway. This may be 
considered good practice; and it is the law in some States. The 
floor system of these same bridges should be of sufficient strength to 
sustain 100 pounds per square foot of roadway, or a 12- ton farm 
engine having 4 tons on the two rear wheels, which are 12 inches wide 
and 6 feet apart, and 2 tons on each of the front wheels, which are 6 
inches wide and 5 feet apart. The axles of this engine are spaced 
8 feet center to center. 

25. Live Loads for Railway Bridges. The loads for any par- 
ticular railroad bridge are not always the same, on account of the 
great variation in the weights and wheel spacings of engines and 
cars. It is customary to design the bridge for the heaviest in use 
at the time of construction, or for the heaviest that could reasonably 
be expected to be built thereafter. 

As the computations with engines were formerly somewhat 
laborious on account of the different weights and spacing of wheels, 
it has been proposed by some engineers to use a uniform load, called 
the equivalent load, which would give stresses the same, or very nearly 
the same, as those obtained by the use of engine loads. However, 
as these loads are different for each weight of engine, and also different 
for the chord members, the web members, and the floor-beam reaction 
of each different length of span 1 , and as the labor of the computations, 
using engine-wheel loads, has been greatly reduced by means of 
diagrams, it does not seem as if this method would ever come into 
very general favor except for long-span bridges, where the live load is 
much smaller than the dead load. 

The equivalent loads for Cooper's E 40 (see Fig. 85) are given 
in Table IV. 

Most railways specify that their bridges shall be computed by 
using two engines and tenders followed by a train. The spacing 
of the wheels, and the load which comes on each wheel of the engines 
and tenders, are fixed by the railway company. The train is repre- 
sented by a uniform load. Formerly there was a great diversity of 
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with an apparent tendency to standardize in mvnrdumv with thr 
classes of loading specified by Cooper. Coc.p.-r's Class K f.n ulm-h 
represents the heaviest engines now in common Uw , W! ,s i,',vr,,ir,l 
by 1 heodore Cooper, a consulting engineer of Now V, , r k City 1 1 is 
given in Fig. 17. ' 

Lighter loadings for light traffic on the snnir ^,,..,,1 pi,,, .rv 
by M, Cooper, and are given at l^lhln liis ' ' , ( 
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to wind shall be computed bj using 30 pounds 
per square foot of actual truss surface. This 
requires that you know the size of the mem- 
bers of the bridge before it is designed which 
is evidently an impossibility; or that an as- 
sumption as to their size be made which 
allows a chance for a mistake in judgment, 
especially in an inexperienced person. A more 
logical method, and one used to a great extent, 
is to assume a force of so many pounds per 
linear foot to act on the top and bottom chords 
and on the traffic as it moves across the bridge. 

In highway through bridges, it is the usual 
practice to take the wind load as 150 pounds 
per linear foot of top and bottom chords, and 
150 pounds per linear foot of the amount of 
live load which is on the bridge. 

For railroad bridges, it is customary to use 
considerably higher values than those used in 
highway practice not that the wind blows 
harder on railroad than on highway bridges, 
but so that the bracing designed by the use of 
these values may be sufficiently strong to stiffen 
the bridge not only against the wind, but also 
against the vibrations caused by the rapidly 
moving traffic. Good practice for through 
bridges is to use 150 pounds per linear foot 
of the top chord, 150 pounds per linear foot 
of the bottom chord, and 450 pounds per linear 
foot of live load on the bridge. This latter 
force is supposed to act at a line 8.5 feet above 
the base of the rail. 

For deck bridges, for both highway and 
railway use, the unit-loads on the moving or live 
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Fig. 18. Truss under Loads, Illustrating Principles of Analysis. 

cases, one is more expeditious than the other. Algebraic methods 
alone will be considered in this text. 

The analysis of stresses is based upon the fact that the interior 
stresses in a member or group of members hold in equilibrium the 
exterior forces. That this is a fact, can easily be understood. Con- 
sider a man pulling on a rope which is fastened at one end to an im- 
movable object. There will be a 
stress in the rope equal to, and 
opposite in direction to, the pull 
exerted by the man. In order to 
prove this, cut the rope and ap- 
ply a force equal and opposite to 
the pull exerted by the man, where 
the cut is made; and the rope 
and man will be in equilibrium. 
Also, suppose that a truss under 
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Fig. 19. 
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Forces Substituted for Stresses in 
Truss of Fig. 18. 



loads, as indicated by the arrows, 
Fig. IS, were cut along the section 
a-a, and that forces F v F y F r> 
equal to the stresses S 2 , S 3 , and S 5 were placed at the ends of the 
members as indicated in Fig. 19, then that portion of the truss to 
the left of the section would be in equilibrium. The interior stresses, 
represented by F 2 , F 3 , and F 5 , would hold in equilibrium the exterior 
forces p and R. 
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position of the truss to the left of the section is in equilibrium, the 
following statements are true : 

1. The algebraic sum of the moments of the exterior forces and the 
stresses in the members cut by the section, is equal to zero. This is true of the 
moments taken about any or all points; for, if it "were not, the portion of the 
truss would begin to rotate about some point, and would continue until 
equilibrium was established. 

2. In a vertical plane, the algebraic sum of the components of the 
exterior forces and the stresses in the members cut by the section is equal 
to zero; for, if such were not the case, the portion of the truss shown would 
move up or down with a constant acceleration. 

3. The algebraic sum of the components of the exterior forces and the 
stresses in the members cut by the section in a horizontal plane, is equal to 
zero; for, if such were not the case, the portion of the truss would move either 
to the right or "to the left, with a constant acceleration. 

4. From 2 and 3, above, it is evident that the algebraic sum of the 
components of the exterior forces and the stresses in the members cut by 
the section is equal to zero in any and all planes. 

The section is not necessarily required to be a vertical line as in 




Pig. 20. 

Oblique Section Cutting 
Truss. 



Fig. 20rt. 

Circular Section 
CutUua Truss. 
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Fig. 21. 

Illustrating Resolution 
of Forces. 



Fig. 19. It may be oblique, as in Fig. 20; or it may be a circular 
section, as shown in Fig. 20a. When the latter is the case, it is said 
that the sum of the components of the forces around the point U l 
is in equilibrium in any plane that may be taken. 

It is also evident that the forces in the members cut by the 
section, and the exterior forces to the right, are in equilibrium. 
This condition is very seldom utilized in the determination of stresses, 
as that portion of the truss to the left of the section is almost always 



resolved into tneir Horizontal ana vertical components, or parallel 
and perpendicular to some member. In cases where two unknown 
stresses occur, two equations can usually be formed, and these solved. 
It should be assumed that the unknown stress acts away from 
the section which cuts it. It will then solve out, with the proper 
sign indicating the character of the stress that is, whether it is 
tensile or compressivc. Tensile stresses are indicated by placing 
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Fig. 24. Fig. 25. 

TM'iirritns Illustrating Application of Motlind of Resolution, of Forces in Analysis of 
1 B '" Trusses. 

the plus (+) sign before them, while a minus ( ) sign indicates 
compression. 

A few equations showing the application of the method of the 
resolution of forces can be written after inspection of Figs. 21 to 25 
inclusive. In all cases, S x is the unknown stress, and is assumed 
to be acting away from the section. The other stresses S i} S 2 , etc., 
are known, and their direction given them accordingly, it being 
toward the section if the member is in compression, and away from 
4.1,,, c,r>+;rr> if the member is in tension. Forces or comoonents 



see the instruction paper on Statics, Articles 17 to 23 inclusive. 

In Fig 21, the sum of the vertical components is taken, and the 

equation is : 

+ R p p (Si cos (f) = 0; 
whence, 

S* = + ( + 72 - p - p) see 0. 

In Eig. 22, the section is oblique, and the sum of the vertical 
components is taken: 

+ R - p - p + Sx = 0; 
whence, 

& = - ( + R - p - p). 

In both of the above cases, it will be noted that the chord 
stresses do not enter into the equation, as their vertical components 
are zero. ! - 

In Fig. 23, the sum of the horizontal forces is used in deter- 
mining the stress *S X . Note that the exterior forces R and p do not 
enter the equation, as they are not to the left of the section, and also 
their horizontal components are zero. 

+ S 1 sin t/> + S 2 sin <f> + S a sin < + S x = 0; 

whence, 

S s = - (S, + S 2 + S,)sm </>. 

In Fig. JM, the sum of the vertical forces is again used. Here 
the section cuts the member with the known tensile stress *S r 
+ R p p p p p -}- .Sj cos </> S* cos i/j = 0; 

whence, 

,S' X = -f (R - 5^) S ec (f) 4- Sj. 

In Fig. 25, use is made of the fact that the sum of the components 
of the forces about a point is zero when they are resolved in any plane. 
Here they will be resolved perpendicular to the diagonal. 

-S l sin </>+ ,S' X = 0. 

jS f x = +Si sin c/>. 

These are some of the most common cases which occur in the 
determination of stresses in simple trusses. In all cases, follow this 
method of procedure: 

1. Pass a section cutting as few members as possible, one of which 
must be the one whose stress is desired. 

2. The stress in all the members cut, with but one exception, must be 
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truss can be determined by this method. Ify section i "i \n. ..--, 
the point about which the moments are considered <-;m !-< fal.en 
anywhere. Fig- 26 represents the point as taken somev, In -n- mil !! 
of the truss at a distance a above the point (/',. The ctjiiafii-M v, ill 

then be : 

-5, X a - S 2 X 1> - A 1 ., (a -I- //) I A'/' ! /', ' ti ; /' ; l! 

This involves three unknown quanti ties, and therefore tv.n nthi r 

points sliould lie taken. and \\\\> 
more c(|iia (ions written. By the 
use of the three equation:', tin- 
stresses can he determined. 

It is customary to ,v .nine the 
center of moments at siieh a pluei- 
thiit the moments of all iln- nn 
known stresses, with mie e-.eejt 
tion, are x.ero. '1'hi-; entsiiiiMi- 
j.V(|uires that their lines of j-rtinn 
pass through tin- center ..!' m . 
ments. Li't it he required | lt 
determine the stress N . If i!ie 
center of moments is t.-d.i n :\ i 
U z , then, as the lines of 
of S', and ,S'., puss tlirmu. 

Fig.26. Diagram Illustrating Application Doint their tnnttt,.n(w ill ! 

of Method of Moment siii Analysis PMIU, UK ll moments \\lll he .ein. 

of Trusses. .,,, 1 .il, p n 

a,ml the Iollo\vm:;' is true: 
+ R x 2 P - p l x p P, x o - ,s', '-. I, n. 
whence, 

Likewise, if the top chord is curved, the center of moments .-, he 
taken in such a position that only toe unknown stress will enter into 
the equation. If it i s desired to determine the stress N 1-V - 
the equation would be: '" "' ' 




.. -- -. .. l , -/., n 

the center of moment being atO, the interseetion of ,he Inies of s ,n- 
ot ^ and S 3 . Solving the equation lust st,i,,,l 



29, it is seen that several methods are presented for the solution of 
stresses in web members. Each should be adapted to the case in 
hand. The simplest method, and the one which is commorly used 
in all trusses with parallel chords, is by the resolution of the vertical 
forces. Fig. 21 is to be referred to. The equation given on page 

19 is: 

+ R p - p S x cos cf> = 0. 




Fig. 27. Diagram Illustrating Application of Method of Moments in Analysis of Trusses. 

Top chord curved. 

But R p p is equal to V, the vertical shear at the section, and 
so the equation may now be written : 

V - S K cos =0 ( I ) 

whence the following important rule is deduced: 

The algebraic sum of the vertical shear at the section and the ver- 
tical components of the stress in all of the members cut by the section, is 
equal to zero. 

In trusses with horizontal chords and a simple system of webbing, 
the equation may be put in the form: 

>S X = + V sec <; 
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true. The practice of using this latter statement is nm m 1- - n- 
couraged, as it leads to confusion in the signs of tin- si ivssr... 1 , JM.I- 
tion(l) should be written in all cases, and the si ivss will then snlvr v. 1 1 li 
its correct characteristic sign, indicating that tin- stives is i<!i'-r 
tensile or compressive. 

As an example, let it be required to determine the stives in iln- 
web members S 2 and S 3 of the Pratt truss shown in Kit;. ','\ (h.- !.;-. Is 
being in thousands of pounds. First, a section should In- jul, 
cutting that member and as few others MS possible. Next , tin- .-!; nr 
at that section should be computed. Then the vertical eum]<nn< M:. 
of all the stresses cut by the section, and the vertical shear. :.lnulil lie 




Pig. 28. Calculation of Stresses in Wcl> MfiulnTi 

equated to zero. Finally, solve the equation. HemeMlier that tin- 
unknown stress is to be assumed as acting away from the MVII..H. 
and that forces or resultants acting downward are considered ne:;ati\< . 
while those acting upward are considered positive. 
To determine S 2 : 

The vertical shear at the section .- u is: 

-I- 37.5 - 2 x K) - :, : \-2.-i. 

As the chord stresses do not exert, a vertical component, tlirnm;ni..n i : 
+ 12.5 + S, = 

S, ^ -12."), which is a nmipn'ssivi' slr,-s ,,f \;> ,,-.n\ ..,:; tl ,l.. 
Note that in this case the angle which the member makes Jth tin- 
vertical is zero, and the cosine and secant, are unitv 
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Sec < is equal to V'SCT + 25" -r- 30, which is equal to 1.302; and 
therefore, 

S 3 = +7.5 X 1.302 

= +9.765, which is a tensile stress of 9,765 pounds. 

31. Stresses in Chord Members. The stresses in chord may be 
obtained by either the method of moments or the method of resolu- 
tion of forces, this latter being usually the resolution of horizontal 
forces. 

In accordance with the text of Article 29, the following rule may 
be stated with regard to the solution of stresses in chord members 
by the method of moments : 

Pa.s.s' a plane section cutting the member whose stress is to be computed, 
and as jeiv others as possible; then take the center of molnents at such a point 




Fig. 29. Calculation of Stresses in Chord Membei*s by "Tangent" or "Chord-Increment" 

Method. 

that the lines of action of as many forces as possible, the unknown one excepted, 
pass through that point; write an equation, of the moments about this point of 
the knoivn loads and forces to the left of flic section, assuming the unknown force 
to act away from the section, and taking the kriown forces to act as given, the 
tensile stresses to act away from the section, and the comprcssive stresses to act 
towards the section; place the equation equal to zero, and solve. 

The stress will solve out with its correct characteristic sign. 

In the majority of cases a section can be made to cut three mem- 
bers only, one of the three being the one whose unknown stress is 
desired. In such cases, take the center of moments at the inter- 
section of the other two, and proceed as before. As examples of this 
latter case, note the centers of moments at U v Fig. 26, and 0, Fig. 
27, and also the equations resulting therefrom. 



quired to determine the stress in the chord member S x . Pass the 
section a a. The stresses S lt S 2 , S 3 , and S 4 are now computed, 
and are S t = F t sec <f>; S.,= +V 2 sec <; S s = +F 3 sec <f>; and S t = 
+ F 4 sec 0. Now noting the directions of the known stresses and 
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Fig. 30. Illustrating Method of Notation of Stresses and Members in a Through Bridge. 
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Fig. :i 1 Illustrating Method of Notation of Stresses and Members in a Deck Bridge. 

assuming S K to act away from the section, the equation of the hori- 
zontal component is: 



Now, substituting the values of S lt S 2 , etc., and remembering that 
sec d> = -- Ttlie equation becomes: 



-- T 
cos <p 

sin 



sin 
T 8 



sin r> 



=0, 



from which, 



- (Fi -I- F 2 + F 3 + F 4 ) tan r/,; 
-JFtan . 



Fi .in inspection of Fig. 29, it will be noticed that the stress in 
any section of the chord is equal to that in the section to the left of 



the name chord increment method. 

32. Notation. The practice hitherto used in designating 
stresses by S v S 2 , etc., will now be discontinued, as it is inconvenient 
in the extreme; moreover, it is not the method used in practical work. 
The notation to be used is that given in Figs. 30 and 31, the former 
being for a through and the latter for a deck truss. 

The practical advantages of this system are very great. "When 
U { U 2 is noted, it is at once known to be the top chord of 
the second panel ; U 2 L 2 is known to be the second vertical ; while U 2 
L 3 is at once recognized as the diagonal in the third panel. A stress 
in a member, as well as the member itself, is designated by the 
subscript letters at its ends. Thus U 1 L 2 may mean the member 




Fig. 32. Calculation of Stresses in a Six-Panel Warren Truss Through Bridge. 

itself or the stress in the member. The text will clear this up. In 
analysis, the stress would be implied, while in design the member 
itself would be intended. 

33. Warren Truss under Dead Loads. The Warren truss has 
its web members so built of angles and plates or of channels, that 
they can take either tension or compression. The top chord is of 
structural shapes, while the lower chord may be of built-up shapes 
or simply of bars. 

Let it be required to determine all of the stresses in the six- 
panel truss of a through Warren highway 120-foot span for country 
traffic. The height is to be 20 feet. The outline is given in Fig. 32. 



3S 000 -r 6 = 6 333 pounds. This means thai ue mu ! I-MMIJ.'H 
the stresses in the abovo truss by considering dial a l".-c! 1.1 r, .;,; 
pounds is at points L v L 2 , L a , L. t , and //,,. < )f miir.-e tln-iv i .:M 
weight at L and L tt ; but this docs not .stress thr !iri.l.--r, :i it ; 
directed over the abutments or supports. The ivartinu .at / . ;un 
L e are each equal to (5 X b' 1533) -r- 2 I "> S,'!,'! pound .. 
The shears are next computed, and arc: 



V 1 = +15833 - o - + 15X33 
Fo = + 15 833 - ()',m -|. unnii 

V 3 == +15833 - 2 x (ilWIi I .". 1 157 



It is unnecessary to go past the center of (he hridp-, a . it i . \ nun. 
cal. The Fj represents the shear on any secli-in ln-t\\i'i n /. .IMM 
I , represents the shear on any section bchvivii / ;U nl /. . ;!;,! 
represents the shear on any section between /,, ami /,,, Tli.- ,-, 
of the angle is : 



1 1 



The stresses in the web members are computed as f,,|l,,v. 
For L, U r Pass section a- a. Assume si res,, art itr : , v. ; , i , 
the section, as shown. Then, 

V l + I//, (-.OK (/, :- (); 

W==- 15S33 X l.l-j i;;,,,,, j 

which shows that Z U, has a eomprcssive stress ,,r IV ; m ,,., 
ForD,/^. Pass section/;-/, Assume .stress anin., ,,,, ,-,, 
tne section, as shown. Tlien, 

1/iL, = + v, ( s t .(', ,/ j; 

tf-4= +15S33 x 1.12 i 17V,.,., :ili , 

lasu tensile, stress ..f IT Tun | .nun, I 
s section c - c. Then, 

V 2 + LiUnCOS (/, =,: (I; 

L iU, = -r 2 st>c r/,; 

p J ' ' >|J HI till) |>i>ini>! . 

rorUJj P. 1UL . o,.^: . / ... 



ni 
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For L. 2 U 3 . Pass section e e. Then, 

+ 3 167 + L 2 Z7 3 cos0 = 0; 

L S U 3 = -3 167 X 1.12 = -3 540. 

For U 3 L 3 . Pass section / -/ . Then, 

+ 3 1G7 - Z7 3 L 3 cos = 0; 

U,L 3 = +3 167 X 1-12 = +3 540. 

The computation of the stresses in the chords is made by the 
method of moments, and is as follows: 

For L V L L . Section b-b cuts UJ^ and UJJ 2 , besides the mem- 
ber whose stress is desired, and therefore the center of moments will 
be taken at their intersection U v The equation is : 

+ 15 833 X 10 - L (I L, X 20 = 0, 
whence, 

L L, = ( + 15833 X 10) *- 20; 

= + 7 917 = a tension of 7 917 pounds. 

For I/,L,. Either section c c or d d may be used, and each 
shows the center of moments to be at U 2 . The equation is : 
+ 15 833 X 30 - 6 333 X 10 - L,L 2 X 20 = 0; 
L.L., = ( + 15 833 X 30 - 6 333 X 10) -s- 20; 

= +20 583 = a tensile stress of 20 583 pounds. 

For L 2 L S . Either section e e or / / may be used, and each 
shows the center of moments to be at U 3 . The equation is: 

+ 15 833 X 50 - G 333 X 30 - G 333 X 10 - L 2 L 3 X 20 = 0; 

whence, 

L,L X = +26917. 

The center of moments for UJJ 2 is at L t ; for U 2 U 3 , it is at L 2 ; and 
for U 3 U i} it is at L 3 . The following equations can now be written : 

+ 20 X U,U, + 20 X 15 833 - 0; whence U,U, = -15 833; 
+ 20 X UMt + 40 X 15 833 - 20 X 333 = 0; whence U.U, = -25 333; 
+ 20 X U 3 U 4 + 60 X 15 833 - 40 X 6 333 - 20 X 6333 = 0; whence U,L\ 
= -28 500. 

A diagram of half of the truss should now be made, and all the 
stresses placed upon it. The dimensions should also be put upon this 
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From inspection of the above diagram, it is seen that the chord 
stresses increase from the end toward the center; that the web stresses 
decrease from the end toward the center; and that all members slant- 
ing the same way a.s the arid-post L 9 U 1 have stresses of that sign, 




of Half a Six-Panel Warren Through Truss. 



while all that slant a different way have an opposite sign. These 
relations are true of all trusses -with parallel chords and simple systems 
of webbings. 

34. Position of Live Load for Maximum Positive and Negative 
Shears. The dead load, by reason of its nature, is an unchangeable 
load. The stresses due to it a,re the same at any and at all times. 



+y 



W Ibs. par lin. Foot. 



K, 



positive shear at any section of a simple beam occurs when the beam is 
loaded from that section to the right support, and that the maximum 
negative shear occurs at the same section when this beam is loaded from 
the section to the left support. This can be proved as follows : 

Let a beam be as in Fig. 34, and let a a be the section under 
consideration. The reaction 7^ is due to the load wy on the part y, 
and to the load wx on the part x. That is, 



Now the shear at the section a ais R t wx; or, 
f / x \ v ) l 

[ WX \2 / W 2 \ I ' " a 

( 

in x )- 



X 
W X( 



wx r , 2l 



LJLIIO iao t c^uanuiji, ILIOO^H wicii, ..w 



is the amount that is added to the reaction by loading the part x. 
x 

~2 +y 
Also, that - j - is less than unity, is evident. The amount in 

6 

brackets in the last equation represents the effect of the loading of 
the segment x of the beam. As this is negative and will only reduce 

2 

the positive valued term '~~r , it is therefore proved that to get the 

4* i 

largest positive shear the beam should be loaded from the section to 
the right support. 

From further inspection of the equation, it will be seen that the 
term in brackets, which represents the effect of the load on the seg- 

1CT/ 2 

ment x on the shear, is always negative; and that the term , which 

represents the effect of the load on the segment y on the shear, is 
always positive. Hence, to get the largest negative shear at the 

,1 _ 1 ___ .1 -1 ..... 1,1 !, +U~ ^^rvT^^^t -i. TViot 10 +"1-1*1 Ina/^nrr 



To get the maximum p> 

panel points to the right of it. _ 

To get the maximum negative shew <il <t ::<<! tun > .:,.' 

panel points to the left of it. 

Example. Determine Ihe maximum jmsitiv.' :iii'l <' f. : 
ive shears in the panels of the 7-p:uicl Trati Ini; ;. ; \>-.\ii n, ! ... 




i ( 



Fig.35. Calculation of Shears In P;uu'b;nf 7 I'iitirl I'r 



live panel load being 40 000 pounds. (II, will in- imlin-.l tha' ;Vi- 
the truss is not required.) 

For maximum + ]* in 1st panel, load L,, I,,, I, , 1,,. I, :svl ! 

+ V " 2d " " I,., I/., j, 4 , |... ;! |. 

+ V " :5d " " I,,, L 4 , I,.. .,,,,1 I... 

+ V "-il.il " " L,. L. ; ,i,,l ].,. 

+ V "5th " " ],, :111 ,1 1, 

+ V " Oth " " L,.. 

" +V "7th " " nopa,,,-!],,,!,,!.,;,! :ii |. 

The reaction produced l>y oiidi of the lo ;1( linv;s i ; c-,,u 
shear for that particular case, since the shear at any :,,vii ( ,u ,-r 
panel is equal to the reaction minus the loads tot IK' 1, I' I , , !' 1 1 - 
or panel, and, according to the method <.!' loading, flinv ; ,,v t,, 
to the left of the section; therefore the reaction is ,,,;,! t,, t|,, 

For the first panel, the coniput;.(i,,n is nia.lr :. . C.-il-u 
center of moments being, of course, at L: 

(^ = +F.) X 7 X 20 = 40 X 20 + -10 >( '2 v > , , - .... 
4 X 20 + 40 X 5 X 20 + 40 X X 'JO.' " 

It will be seen that as 20 occurs in al! trnns ,,f ,! . ,,, 
can be factored out by dividing both sides bv 'JO. ,,,! ,!, , 

be thp snmp TUrx ----- ,.j.:_ 



and can still be simplified by writing: 

. -rr 40 , 

+ F, =-- (1+2 + 3 + 4 + 5+6)= + 120.00, 

which is the form customarily used, the panel length being taken as 
a unit of measurement. The other shears are now easily computed 
in a similar manner : 

40 
+ F 2 = (1 + 2 + 3 + 4+ 5) =+85.71 

'40 
+ ^3 = ~j (1 + 2 + 3 + 4) = +57.14 

40 
+ F 4 = -" (1 + 2 + 3) = +34.28 

+ F 5 = - (1 + 2) = +17.14 
i 

+ V, =-~ (1) = +5.71 

+ F 7 = H (0) = +0 
t 

In computing the maximum negative shears, sometimes called 
the minimum, shears, the reaction is not the same as the shear, as 
there are loads to the left of the section, and these must be sub- 
tracted. The loadings are: 

For maximum F in 1st panel, load no points. 

" " -F " 2d " " L,. 

" " -F " 3d " " I^andL,. 

-F " 4th " " L,, L,,, aiidLj. 

-F"5th " " L,, L,,, L 3 , and L 4 . 

-F"6th " " L 1( L~, L 3J L 4 , and L s . 

-F " 7th " " L,, L,, L 3I L 4 , L 5 , and L n . 

It is evident that the maximum V 1 is equal to zero, there 
being no loads on the span. The maximum negative shear in the 
second panel is equal to the reaction produced by loading the panel 
point L v and the load at L r Thus, 
7J?! = 40 x G 

R = (G) 

F 2 = RI load at Lj 
40 ,^ 



_7, == ---(0 + 5) - 2 X !' ; "" 



in 



The maximum positive and the maximum n.-v;.mr h.. Inul 
shears should now be written side l)y sid-, am! iii.-;]..vir,l. in "i,!,-,- i., 
observe any existing relations wliiuli infill lu-Iji !< !< .-n il' I.-^MI- 
of future computations. The values arc tfivrn in li. .ii:.:n.l ' i--ii!.l, 
below: 



LOCATION 


MAX. 1 Livi:-l-".\ii Sin MI 


Mvs i r. 1 


7, 


1-120.00 


1 




+ S5.71 




y z 


+ 57.M 


t , 


V, 


+ IM.2S 






+ 17.M 


>i 


y 


+ . r ).71 


S. 


V, 


+ 0.00 


I'.'l 




i 



It is at once seen that the negative shears arc niinirriniliy 
value to the positive ones, but that they occur in iv\rr..c tml.-r 
simplifies the labor required in the derivation of ihr ur:';!ii\r 
for, after computing the maximum positive .shears, tln-t- m;iy 
written b reverse order, and the ne^Uivo si^n jivlt\cil; tin- iv 
will be the maximum negative shears. 

The above method for maximum live-load shear; i . ridh-M 
conventional method. It is the one that is ahn< i; ,i unJ\.-r.;dh u 
and its use will be continued throughout this ir\i. 

Exact Method. On account of the tact ihat tlic lln..r .-.irin 
or joists transfer the loads to the panel points, it \\ ; >ull 1 .,- imj ,. . . 
to have a full panel live load at one panel poinl and n<> h-.ul at 
panel point ahead or behind. In order 1o have a Ml I.:,,,,-) l..: 




the 
1 at 



provided me oriage was tuny loaded up to and not beyond the panel 
point ahead, equal in value to one-half of a full panel load (see Fig. 




Fig. 30. Illustrating "Exact" Method of Calculating Live-Loan Shears in Panels. 

36). The uniform live load, in order to produce full panel loads at 
L 2 , L s and L ti , will also produce one-half a panel load at L r 

By the methods of differential calculus, it can be proved that 
the true maximum positive live-load shear occurs in a panel when the 




Fig. 37. O. dilating Maximum Positive Live-Load Shear in Panel. 

live load extends from the panel point to the right into that panel 
an amount (see Fig. 37) equal to 



P, 



in which, 

n = Number of the panel point to the right of the panel under consi !:-v.i- 

tion, counting from the left; 
m = Total number of panels in the bridge; 




true maximum positive IIVU-HMM ... 

end. 

x= _i_x20- i:u:i:Un.i. 

There will now be (4 X 20 + 13.333) X 201)1) is" ^' 1-.:,! -,, 
the truss; and Hie left reaction will br| lSl>r,on ;, . ,1 , :'" . !-< 
j. 2} -r 140 = 02 200 pounds. Vnm (his uuisl In- :.iil.ir.M-t--.l tin- 
amount of the load on the 13.333 fcrl, whirl, is tr;,n-iVn-, ,1 1.. tin- 
point Ii. This is equal to the reaction of a beam ..!' ;t K.M .-. 
the panel length, loaded for a distance of 13.:;:;:: JV.-i IV- -1,1 ti 
support with a uniform loud of 2 000 pounds ),.-r iin.-:n- i. 

amounts to (13.333 X 2000 X ll ^ 1 ' 1 ")-:- il) S.v.Hl I...UM.! 

true shear is now: 

+ y a== +02200 - SSilO I i'lli all) pnmul .. 

The + F 3 , as computed by tlic convciilioii.'il mi-llmd. r.a 
making a difference of 3730 ]>(Minds lirhYrm llir (v.i>. If 
shears were computed and compared will) (lie ciinxrusiiina 
it would be found that the ]\ would lu- ihr sum-. :nnl 
remainder of the conventional shears would ! L'.ri.-ihr t 
corresponding true shears. Thr diUVivnrr lirhvivn :m;. iv 
spending shears would increase from {lie left in the ri: \\\ 
is, the difference between the convcnliniiid and cxan -lir.'ir v. md'l 
be greatest in the panel L.L n , 

To get the maximum negative shear in any paud. lt>;ul fnau (In 
left support and out into the panel under nuisidt rai'nui ;iu iinn.Mii 
p x, and proceed in a manner similar in ihat ;dm\r ilr. t-viln !. 

As this method of exact or true shears is M-lilt.m rmj-liac-il 
problems illustrating its application will here In- ..mil i, ,1. 

35. Position of Live Load for Maximum Moments, 
to obtain the maximum moment at ant/ /)<>////, // ///-,- !,<,;,! 
the entire bridge. Let the beam of V\. :\\ l, r .nn>.i.li-r.- 
it be required to obtain the maximum moment ai tl..- .- 
The reaction, as before computed, is: 




au terms ui wuicn are positive, i ne moment at me section is : 

X 

M = 72 ! X x t0je-=-; 



and substituting for R t its value, 



2J 



_ 2 f x y 1 \ wy 2 x 
~ WX \2l + I ~~2~) + ~2~T 

But y = Z #; therefore, 



The first term of this equation represents the effect of the load 
on the portion x } and the second term represents the effect of the 
load on the portion y. The value of M will always be positive. The 
quantity x varies between and /. When x = 0, M is equal 
to 0. When x = l, y = and the moment is equal to zero. For 
all values of x between and I, the first term is positive; and the 
second term being positive in all cases, it is therefore proved that for 
maximum live-load moments at any point, the entire span should 
be loaded, as loads on berth, segments add positive values to the 
moment value. 

36. Warren Truss under Live Load. In order to analyze a 
truss intelligently, it is necessary to know its physical structure; 
that is, it must be known what character of stress can be withstood 
by the different members. The top chords of all trusses are built 
to take only compression, and the bottom chords are built to take 
only tension ; while some web members of some trusses are built for 
tension stresses, some for compression stresses, and some for both. 
The characteristic of the Warren truss is that the web members are 
built so as to be able to withstand either tension or compression. 

Let it be required to determine the live-load stresses in the 
Warren truss of Fig. 32. Let the live load per square foot of roadway, 

Tir1ii/-.lT in oocmrnorl +n Ko 1 Fi fp^t TTirlp lip 1 Of) TWIinrlQ TTio lii'd -nanol 



As the live load must cover the entire bridge to give maximum 
moments and therefore maximum chord stresses, as the chord stress 
is equal to the moment divided by the height of the truss a simple 
method for the determination of live-load chord stresses presents 
itself. The live load and the dead load being applied at the same 
points, and being different in intensity, the stresses produced will 
be proportional to the panel loads. The maximum live-load chord 
stresses (see Fig. 33) will then be equal to the dead-load chord stresses 
multiplied by 15 000 -f- 6 333 = 2.371, and they are as follows: 

L U, = -2.371 X 17700 = -42000 
U : U 2 = -2.371 X 15 833 = -37 530 
U 2 U 3 = - 2.371 X 25 333 = -60 050 
U 3 U^ = -2.371 X 28 500 = -67 GOO 
!-! = +2.371 X 7 917 =+18 770 
I^L, = +2.371 X 20 5S3 = +48 800 
L,L 3 = +2.371 X 26 917 = +63 850 

The next step in order is to determine the maximum positive 
shears, and frorn these write the maximum negative shears. This 
is done as follows: 

+ Live-Load V Live-Load V 

Vi M --- (1 + 2 + 3 + 4+5) - +37 500 



(1 + 2 + 3 + 4) - +25 000 -2 500 



V 3 = H-|- (L + 2 + 3) - +15 000 -7 500 



(1 + 2) = + 7 500 -15 000 



Vs _ 15000 =+2500 -25000 

V a = + -37500 
The stresses produced by the positive shears are called the 
maximum live-load stresses, and are: 

+ L U l cos + 37 500 - .'. L U, --= -37 500 X 1.12 = -42 000 

- UJ^ cos <l> + 37 500 - .'. UJ^ = +37 500 X 1 12 = +42 000 
+ L,U., cos </> + 25 000 = .-. L,Z7 B = -25 000 X 1.12 = -28 000 

- U..L, cos <j> + 25 000 = .-. U 2 L 2 = +25 000 X 1.12 = +28 000 
+ L.~U~ a cos </> + 15 000 = .-. L 2 f7, = -15 000 X 1.12 = -16 800 

TT T' ~r^ a ^ j- T.nnno = n .-. u.T... = -n.^nnn v i 19 = j_in onn 



+ I/!?7, cos > - 2 500 = 

- U 2 L 2 cos <ji - 2 500 - 
+ L 2 17 3 cos </> - 7500 = 

- tr,L 3 cos </> - 7 500 = 



. Z/,C/ 2 = +2 500 X 1.12 = +2 SOU 

. U S L 2 = -2 500 X 1.12 = -2 800 

-. L 2 C/ 3 = +7 500 X 1.12 = +8 400 

-. U.L, = - 7 500 X 1.12 = -S 400 



These stresses, together with the dead-load stresses, should 
now be placed together as a half-diagram, as is done in Fig. 38, the 
stresses being rounded off to the nearest ten pounds and then ex- 
pressed in thousands of pounds. No minimum live-load stress is 
given for the chords, as this will evidently be zero in all cases, since 
no position of the live load will cause a reversal of stress. It will be 
seen that the stresses produced by the negative shears are of opposite 



dl 15.83 




Fig 38. Dimension and Stress Diagram of Warren Half-Truss under Lave Load. 



sign from the stress produced by the dead load, and these tend to 
decrease the dead-load stress by that amount; and in some cases 
(see L 2 U 3 and U 3 L 3 , Fig. 38) it will be so large as to overcome the 
lead-load stress and therefore change the total stress from one kind 
:o another. Do not forget, in considering any combination of the 
ibove stresses, that the dead load occurs with either the maximum 
>r the minimum live load, but not with both at the same time 

37. Counters. By reference to U 3 L 3 (Fig. 38), it is seen that 
vhen the live load is on the panel points L^ and L 2 the total stress in 
;he member is + 3.54 + ( 8.40) = 4.86, a compressive stress of 
t 860 pounds; whereas, under dead load alone, the stress was + 3.54, 
i tensile stress of 3 540 pounds. If the member U 3 L 3 had been built 




action of the dead and minimum live- 
load stresses, then this member could 
not be used in this case, but some 
other arrangement would be necessary 
in order to insure the stability of the 
truss. 

In the Warren truss, no special ar- 
rangement is necessary, as the web 
members are built so as to take either 
tension or compression; but with the 
Pratt and Howe trusses some special 
arrangement is necessary, as the diag- 
onals are built to take one kind of 
stress only. The case of the Pratt will 
be considered first. 

The Pratt truss has the diagonals 
made of long bars which take tension 
only, and the intermediate posts are 
constructed so as to be able to take 
compression only. It is not necessary 
to consider the intermediate posts, for 
the action of the web members is such 
that the total resulting stresses are 
always compressive. 

Let the 13-panel Pratt truss of 
Fig. 39 be considered. The panel 
length is IS feet, the height 25 feet, the 
dead panel load 22 000 pounds, and 
the live panel load 58 500 pounds. 
The secant is (IS 2 + 25 2 )* -s- 25 = 
1.231. The dead-load shears and the 
maximum and minimum live-load 
shears are placed directly below their 
respective panels. Only those mem- 
bers are shown full-lined in Fig. 39 



panel would be X sec < = 0. 

In the first four panels from cither end, the live-load shear, 
which is of a different sign from that of the dead-load shear, is 
smaller than the dead-load shear, and therefore will not cause a 
reversal of stress in the member in that panel. For example, take 
U 3 L 4 ; then, for dead-load stress, 

-U,L, cos + 60.0 = -'-U..L, = +66.0 X 1.231 = +81.20 

For live-load stress, 

-I/A cos '4, - 27.0 = .'.UJL>i = -27.0 X 1.231 = -33.25 

The total stress = +81.20-33.25= +47.95, which is still 
tension and can be taken by the thin bar UzL. 
Considering L U W , the stress equations are: 
For dead-load stress, 

+ L U IT 10 cos </> - 66.0 = .'. L 9 U" JO = +81.20 

For live-load stress, 

+ L u C7 10 cos $ + 27.0 = 'L a U w = -33.25 

The total stress, as before, is + 47.95, or a tension of 47 950 pounds. 
An inspection of the center panel and the two panels on each 
side of it, shows that the live-load shear is of a different sign from 
the dead-load shear, and is also greater in value than the dead-load 
shear. If the members shown in full lines in Fig. 39 were the only 
ones in the panels, then the dead-load stresses would be: 

-U t L 6 cos + 44.0 = C7 4 L 5 = +54.20 

- U R L a cos + 22.0 = J7 5 L = +27.10 
+ LJU S cos </> - 22.0 = L 7 U a = +27.10 
+ L s r/ u cos - 44.0 = L S C7 B = +54.20 

and the live-load stresses caused by the shear of opposite sign from 
that of the dead-load shear, are ; 

- U 4 L B cos </j - 45.0 = U t L B = - 55.40 
-U f ,L a cos 96 - 67.5 = U S L = -83.10 
+ L 7 l/ s cos + 67.5 = L 7 I7 8 = -83.10 
+ L s l/ cos < + 45.0 = J/ s t/ (J = -55.40 

As no diagonal acts under dead load in the center panel, we may 
assume that U L 1 acts under live load. The stresses which occur 
in this are: 



diagonals which were built for tension only. 'IV-- :.ln- < ' 

17 L r + 54.20- 55,10 - UMin i"""" 1 
U s L^ +27.10 - SIUI) - "''' I' 11 " 

L [/3 = +27.10 - s;uo - .M'. nun 

L S V' +54,20 - 55,10 - I '.'"" " 

If some provision were not made for these stresses. lli.-\ v...ul,i 
the members to crumple up and the truss In l':iil. In ")>!,, i. 
for them, diagonals are placed in the panel;,, :r- -h"V. n I v ! I" ' ' 
lines. These members will take up tin- above ,uv ; :nnl H..M 
as they slope the opposite way from the main mnii!..-r . th. 

be in tension. 

In order to prove, this, assume 7J 7 ,, to ;iH \\hen iln- li-.r I--;, 
points L. a , L v I/ 3 , L v and L r Now, V,1. A will n.,1 !. r,- ;:r,!r,! 
stress will be zero. Then the stresses \\ ill In- : 
For dead load,. 

+ L.U, cos <j, + 22.0 . /,,/', ::V.ln. 

For live load, 

. +I 5 U' l) c(>H (/> - G7.5 /.,r. - '-.:'. H' ; 

and the total stress in 1.17,, will be '27. 1 1) | s: 1 ,. 1 1 ) 

In a similar manner, the stresses in the nllu-r in- -mi i 
= +1.2; L B 17 7 =+ 110.30; ILL, ]- nCt.HU; ;in<l /'/ 
These diagonals are called counlcrs or n>nnlfr-l>riifhni. 
From a consideration of the foreu'i 'ina', i I is r\ "n In 



nr :: 



(a) Ij the live-loud slienr in- uni/ jium 
than the dead-load shenr in Hie KIUIIC, inntt'l, Him n rnu .>?; ,' ,. . 

(!>} The stress in a cminlt'.r h, c<iual In tin .//./, '.j-,i;V .- ( , ,. 
shcnr and the live-load slicur <i[ (ijipnNilr N/.//I /////,-.. //',, ...,,- ..' 
waken with the rertiml. 

This is true for any truss with hnri/nnlal chord'. ;unl ;i inij 
of webbing Avith diagonals and verticals. 

38. Maximum and Minimum Stresses, .sum- ).. 
require the member to be designed I'm- the ni;i\mmm n 
others take into account, the range of stress. In ihi . l ;l i i,-i 
is necessary to determine theminimuni as well M< lln- m:.\ 



1 1 1 1 i i : ; i 
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but the maximum stresses to be com- 
puted. For that reason, little space 
will here be devoted to the minimum 
stresses, their computation in succeed- 
ing articles being thought to illustrate 
them sufficiently. 

(a) Tlie maximum stress in u member 
is equal to the sum o] the dead-load stress* 
and the live-load stress of ilic same siyn. 

(b) The minimum stress' is equal to 
the sum of the dead-load stress and the lire- 
Innd stress u/ Ilic opposite sign, or to the dead- 
load stress alone, according to which gives 
the smallest value algebraically. By this 
latter statement it should be seen that if 
the maximum stress is 58.60., then or 
+ 18.00 would be smaller than -3.00. 

(f) It is evident that the minimum 
in all counters and in all main members 
in panels where counters are employed will 
be zero, for when the counter is acting the 
main member is not, and therefore its stress 
is zero. The reverse is also true. 

((/) An exception to o is seen. in the 
case of the counters. Here it is evident 
that the maximum stress is equal to the 
algebraic sum of the dead-load shear and 
the live-load shear of opposite sign times 
the secant of the angle \vhirh the counter 
makes with the vortical. 

While it is true that in trusses with 
horizontal chords the loading for maxi- 
mum .shears will give the maximum 
live-load stress to be added to the 
dead load for iltc maximum stress, it is 
not always true that the loading for 
minimum live-load shears will give the 
stress to add to the dead-load stress to 





ll'.iii I 



of verticals placed between panels each ' " < '^'j''^ ^ ( , ( ^ 
and in that case it may or may not .1" so. ' 






must uu i*u.. i i i r 1 1 -ii i 

the shears in the panels on each side oi . be v.MUr. 

U* i . U 5 




/,Mf,/:-/ 

i ri i i ' , . 

U 6 ll'the resultant .hr;>i i ib- 
sign as (he dra<! I'<ail. Hi- 
main diapmal :u-t ; s' ! ! 
dillerenl si;, r u, tlim fi-..- 
acts. 

As an e\aniji|i'. I- i ' : 

litlll (111 1 llinil'.M!!!! ! 

ill (he Verlieal I / "i 'hi 
ol'lMtrs. .'ID. -111.1 I", hi :. 
(hat llie Inailin;'; t'-if n ; ;i 



L, 



d.l. 22.0 

U. 58.5 



shears will if 
section c 



a.iv. 


4- 44.0 


.+ 22.0 


n.v 


- 9.0 


- 67.5 


Total v. 


+ 


- 



points to the Irl'i. Tin' h 



Fig. 41. Stress Diagram fnv Voitiwil in 
Truss of Fig, 40. 



obtain the sheai 1 in ilu- \>:.\\> \ 

Illltll')' ////A' IlltlillHtl. il Hit! i 

membered that a load is at L :> ; and so the .shear i . ilu- b. -ar 
panel I/ 5 L with the panel load at L added, or. I'V.-'i 
9.0. The diagonals now act as indicated by l-'i^-. 11. and i!i 
stress in U 5 L 5 is determined by passing a circular .ci-timi ai-m; 
and it is : 

-Lojulal /'. r, /., n. 

As there is no load at U Tl , the .stress in /'./,., is 0. Tb.- anu 
will occur if points L 4 or L., and to (he left are Uuli <! ; \.\\\ \i 
Z-, and to the left are loaded, the members T/. ami / / v. 
and the stress in 17 5 I, 5 will then be njual to (he -.hrar mi th- 
a a. The stresses are: Dead-load, - llL'.il; and li-- . I 

~\'A i-i -H-liirili rrnroc n t\tnl ,,f U r, . l...i .. , I 



+ IZO.U + 



= U 



Max. = - 148 



TRUSSES UNDER DEAD AND LIVE LOADS 

39. The Pratt Truss. The Pratt truss is used to perhaps a 
greater extent than any other form; probably 90 per cent of all simple 
truss spans are of this kind. 

Let it be desired to determine the stresses in the S-panel 200-foot 
single-track span shown in Fig. 42, the height being 30 feet, the dead 
panel load being 30 000 pounds, and the live panel load 62 400 

pounds. The secant ! is ( 25 2 -f"~3(j 2 ) * -^- 30 = 1.302, and the cosine 

is 0.7685. The dead-load reaction is 3 X 30.0 = 105.0. 
The dead-load shears are : 

V, = + 105.0 
V 2 = + 75.0 
1*3 = + 45.0 
7< = + 15.0 
V s = - 15.0 

The dead-load chord stresses may be tabulated as follows (see 
Articles 27 and 29) : 

Dead= Load Chord Stresses 



MEMBER 


SEC- 
TION 


CEN- 

TEll OF 

Mo- 

M K NTS 


STRESS? EQUATION 




STHESS 


iyyiV] = LJ^LJ^ 


a a 


17 t 


+ 105.0 


X 


25 - 


L,L 2 X 30 


= 


+ 87 


5 


Lr,L 


b-b 


JJ 


+ 105.0 


X 


50 - 


30.0 X 25 - 


- L 2 L, X 












30 = 











+ 150 





L 3 L< 


c c 


U, 


+ 105.0 


X 


75 - 


30.0 (25 + 


50) - L 3 L 4 












X 30 


= 









+ 187 


ft 


U Un 


a a 


Lo 


+ 105.0 


X 


50 - 


30.0 X 25 + U,U 2 X 












30 = 











-150 





UM, 


b-b 


L, 


+ 105.0 


X 


75 - 


- 30.0 (25 + 


50) + ! 








U 2 U, 


X 


30 = 







-187 





U. U 


c c L 4 


+ 105.0 


X 


100 - 


- 30.0 (25 + 


50 + 75) 








+ U, 


u, 


X 30 


- 


-200 






In determining dead-load stresses in web members, it is cus- 
tomary to assume one-third of the dead panel loads as applied at the 



stresses in the chords or in the diagonals, (lie .slir.v-.i-. in the M-M;.M! 
only being different from what is the case when ;il! tin- iii-;i.l |i.;*.! i 
taken on the lower chord. 

The stresses in the diagonals (sec Articles L'7, L'\ ami ilii- ;U 

Dead-Load Stresses in Diagonals 



MEM- 
BER 


SEC- 
TION 


SHEAR ON 
SECTION 


-1-105. 


W, 





+ 105.0 


t/jL,, 


a a 


+ 75.0 


+ 75. 


!7oL 3 


b-b 


+ 45.0 


-1- 45. 


U 3 L, 


c c 


+ 15.0 


+ 15. 



NTKI-INH Kyr \TIIIN 



-I- 45.0 ... [I.,/,, x l).7i'.s."i II 
f/X :. n.7iis,"> n 



In determining the stresses in the verticals, it is i !,< i 
bered that one-third the dead panel loud (or lO.Di i.-, at (! 



1 u, 



a ' b 2 C 3 



\Ue I \ U 8 I \ U 4 Us 'I. 




Fig. 42. Outline Di!i B r 1 iniofH.pi U i,.]siii,ri 1 , Tr:i ,. k ,,,.. n . niViN , iii|! 

points of the upper chord, and two-thirds (or L'O.i), \,. ,, ,). |,, V( ,,. 
chord The stress in the hip vertical F,/,, is dH-nni,,,,! l,> ,, ;l , . in .- 
a circular section around L,. It is solved thus: 

-20.0 + tV,, o </,/., | ,,, 
In a similar manner the stress in UJ, t is fouu.l to l,e : 



,, . 
In order to find the stress in the remain!,,, v,rli,,ls, ,v,i,, 

7 f ^ Pa ' CUtting 
computed. The shears are: 

7, _ , = +1 nr, n _ 



,,, , i 
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make an angle of zero with the vertical, their cosine is equal to unity. 
These equations are: 

+ C7 2 L 2 + 55.0 = tfoL, = -55.0 

+ U 3 L 3 + 25.0 = U' 3 L 3 = -25.0 

The live-load chord stresses will be proportional to the dead- 
load chord stresses, as both loads co\ ? er the entire truss in exactly 
the same manner. The ratio of the panel loads by which the dead- 
load chord stresses are multiplied in order to get the live-load chord 

62 400 

stresses, is 7 )r -jr ( -- ( ; = 2.08, and the chord stresses are: 
oO OUO 

L L, = L,L 2 = + 87.5 X 2.08 = +182.0 
L 2 L 3 = +150.0 X 2.08 = +312.0 
L 3 L 4 = +187.5 X 2.08 = +390.0 
U,U 2 = -150.0 X 2.08 = 312.0 
U. 2 U, = -187 5 X 2.08 = -390.0 
U 3 U = -200.0 X 2.08 = -416.0 

As the entire bridge is to be loaded to get the maximum stress in 
L U 1} it is therefore equal to the 
dead-load stress times the above 
ratio; or L U i = -136.70 X 2.08 
= - 284.20. 

The maximum live-load stress / \ 

in U 1 L l is determined by passing 
a circular section around L v and 
is solved (see Fig. 43) from the Li 

equation : 
+ C7.L, - 62.4 = .'. [7^1 = +62.4 

For UJLiy the section a a is 
] nissed, and the points L 2 and to 
the right are loaded. The maxi- 
mum shear is: 

+ V, = + - (1+2 + 3+4 + 5 + 6) 

and the stress equation is : 

+ 163.8 - C7,L, X 0.7085 = .-. U,L~ = +213.2. 



u, 



ru 

(D 



Fig- -13. Calculation of Maximum Live- 

" Loud Stress in a, Vertical of Span 

of Fig. 42. 



+ 163.8; 



right are loaded, me sueur 



n i TS.O 



+ 78.0 - U 3 L< X 0.7685 - 

For the maximum stresses in the verticals, seetinns 
and 3-3 are passed, and in each case the panel pn'miv t<> tin- n-.-iii 
of these loaded. The shears are 



.7 



3 I ! I TO ! I IV. 

:; i- -o i T.S.M 
:0 i -H...S 



The stress equations for U 2 L., and ^.,//., are simple, as 
main members are cut. They are: 

+ 117.0 + U,L,~() .-. C ./,. MV .11 

+ 78.0 + U 3 L a --= .'. /',,/., V- M 

It is seen that the section 33 cnis (he member 

therefore (he stress in 
be determined before 
equation can be written 
tieal component will n 
IIoAvcver, by cnmparin:: 
load shear in thai p;m 
15.0, and (be ]i\v-ln;id 
which is -| 'Hi.S, it \ : 
resultant shear is 




/-/'. 
tin . 
tin- 
as it 
dT i 
(In- 



load shear, a cnnniri' j . i 
and is acting. The stress in U : L, is /,er, and il,,. dia-mul 
m Fig, 44, the section 3 - 3 then ending ilnve m ,-.,,l,r,-. 
stress equation is + 46.8 + U,L, = (), f r() ,.n w hi-h /'./., 

Care should be taken not to add in ibis jilVil,,. 
Jcrived as dead-load stress on page .14, in order (,, ,,, ,b, n 
stress as the -10.0 previously derived was tin- ',1,,,.1-U 



are acting as in Fig. 44. The dead-load shear on the section 3 3 
would then be the left reaction minus the loads at points U v 7 2 , U 3 , 
L v L 2 , _L 3 and .L 4 ; or, 

7 3 _ 3 = +105.0 -3X10-4X20= -5.0; 
and 

-5.0 + C7 4 L 4 = .:U 4 L t = +5.0. 

Remember that this +5.0 can act only when the live load tends to 
produce a stress of 46.8; and thus the total stress in U t L t with live 
load in that position is 46.8 -f- 5.0 = 41.8, while with dead load 
only in the truss the stress is 10.0. 

The dead-load shears and the maximum + and live-load 
shears should now be written for inspection, in order to investigate 
for counters and then for the minimum stresses. Those whose 
derivation has not been given should be easily computed by the stu- 
dent at this time. The shears are 



DEAD-LOAD 


+ LIVE-LOAD 


LlVE-LOAD 


y, +105.0 

y 2 + 75.0 
7, + 45.0 

y 4 + 15.0 


+ 218.4 
+ 163.8 
+ 117.0 
+ 78.0 



- 7.8 
-23.4 
-4G.S 



From a study of these it is seen that a counter is required in the 
4th panel according to rule a, Article 37; and according to rule b of 
the same article, the maximum stress is (46.8 + 15.0) X 1.302 = 
+ 41.4, the minimum stress for it and also 17 3 L 4 being zero according 
to the same article. A counter is also required in panel 5, as the 
truss is symmetrical. 

The minimum live-load stress in U 1 L 1 is zero, and occurs when 
no live load is at the point L r 

The minimum live-load stresses in the diagonals U^L 2 and U 2 L 3 
occur when the truss is loaded successively to the left of the sections 
a a and b b, in which case the shears are 7.8 and 23.4 
respectively. The stress equations are 

- 7.S - Z7,L 2 X 0.7685 = .'. C7,L 2 = -10.16 



section 1 1 and loading the panel points to the left. The live-load 
shear is the same at this section as it is at the section b b namely, 
23.4. The stress equation is 

-t- U 2 L 2 - 23.4 = /. U,,L., = +23.4 

To determine the minimum live-load stress in U 3 L 3 , proceed as 
indicated on page 42. By loading points L s and to the left, the live- 
load shear in the 4th panel will be 46.S, and in the 3d panel under 
this same loading it will be 46.8 + 62.4 = +15.6. The sign of the 
total shear in the two adjacent panels, and the members acting, are 
The stress in U 3 L 3 is then determined by using a 



shown in Fig. 45. 



10 



10 



10 




BQO 

asff 



Ls 



EO.O 
E4 




L_4 



EO.O 
6E4- 



Us 



Ls 

eo.o 



d.l.v. 


+ 4-5.0 


+ I5.O 


l.l.v. 


-t- 1 5.S 


4-e.a 


Total, v 


-4- 






d.l.v. 


+ 1 5.0 


- 15.0 


l.l.v 


- 15.6 


-78.0 


Total v 









Fig. -16. 
Stress- Diagrams for Verticals in Span of Pig. 42. 

circular section around U 3 , and is simply the dead load at U 3 , there 
being no live-load stress in the member when the bridge is loaded as 
has been done. 

In finding the minimum live-load stress and also the minimum 
stress in U t L^, the same method of procedure will be followed. Let 
L. t and to the left be loaded. Then the shear in the 5th panel is 

78. 0, and under this same loading the shear in the 4th panel is 

78.0 + 62.4 = 15.6. The sign of the total shear in each of the 
adiaccnt panels is given in Fig. 46. It should be remembered that 




S3 
O 
H 
C5 
E5 

S *> 

W 3 

SI 
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P c 



O s 
SI 
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accordingly, 
Therefore, 



- t/ 4 L 4 + 5.0 = 0. 
[7 4 L 4 = +5.0 = Dead-load stress in this case. 
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10 



10 
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The live-load stress which acts at the same time is : 

-I7 4 L 4 - 15.6 = .-. U,L 4 = -15.6, 

the term 15. G representing the live-load shear on the section 4 4. 
This is not the minimum stress, as will next be shown, but it illus- 
trates the fact that the loading for minimum live-load shears does 
not always give the minimum 
live-load stress. 

By loading L v the live-load 
shear in the second panel, and 
likewise all others from this to 
the right support, will be 7.8. 
The total shears, together with 
their sign, and also the members 
they cause to act, are given in 
Fig. 47. The minimum live-load 
stress in t7 4 I/ 4 is found to be zero, 
and the dead-load stress is 10, 
as is derived by passing a circular 
section around U v the equation 
being as follows: 

Live load at U 4 f/ 4 L 4 = .'. U^L 4 = for live load. 

-Dead load at U 4 - f/ 4 L 4 = .'. E7 4 L 4 = -10.0 for dead load. 

A diagram of half the truss should now be made, and all dead 
and live load stresses placed upon it, and these should be combined so 
as to form the maximum and the minimum stresses. Such a dia- 
gram, together with all stresses, is given in Fig. 48. 

The stresses are written in the following order: Dead load, 
maximum live load, minimum live load, the maximum, and the 
minimum. In the chord and end-post stresses, there is no minimum. 
live-load stress recorded, it being zero. Where pairs of stresses occur 
simultancouslv, a bent arrow connects them. 



d.l.v 


+ 15.0 


-1 5.0 


l.l.v 


- 7.8 


- 7.6 


Total v 


+ 






Fig. 47. Stress Diagram for Vertical in 
Span of Pig. 43. 
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VK-LOA1) V 


LlVE-LOAU V 


+ 2 IS. 4 


- 


-1- KW.S 


- 7.8 


1-1 1 7.0 


-23.4 


-1- 7S.O 


-'Hi.* 


1- 415.X 


- 78.0 



Inspection of (hose shows that counters arc required in the 4th 
and 5th panels (see Article M7). 

The dead-load lower cliord stresses will be computed by the 




V\K. -H). OuUlni> Diagram of K-Paiicl SinglivTrai'k I-Iowo Truss Span. 

tangent method (see Article 151), ihe section being ?/ ;//,, etc. The 
tangent of (jy is 125 -:- MO ~ O.SI5MM. 'Flic stn\sses may be conven- 
iently tabulated as follows: 

Dead -Load Chord Stresses (Lower Chord) 



MMM- 



HKCTION 






HTK 


KHM .1 


jiji 


IATION 


STKKBS 


-105.0 X 


O.S3-'). 1 } 1 


/,/ 




- 


+ 87.5 


(105.0 I 


75.0) 0. 


SM33 


+ 


L,L, --: 


+ 150.0 


--( 105.0 + 


75.0 I; 


15) ( 


.S 


\\\',\ + L..L, - 


+ 187.5 


- (.105.0 |- 


75.0 + 


15.0- 


-1 


5.0) 0.83 33 + L,/,., - 


+ 200.0 



A simple method for the determination of the upper chord 
stresses, is to pass a section and to equate the sum of the horizontal 
forces. Pass section 1 1. The only horizontal forces are the 
stresses in /,/,, and ^,^,;and as tliesc are parallel, one must be equal 
and opposite to the other. In alike manner the stresses in the other 
UI>/-H; ( \IHJ ,\t il>,> i,\t^ t >\\t\ri\ !ir<> i'mmd. The sti'(\sses are: 



A consiu.erai.uju ^i -"~ 

applied to it in determining the chord stresses. 

As it is known that the diagonal web member, are , >.- pre.,.ion 
under the dead load which produces a, positive shear n. th- M. balf 
of the truss, it is evident that positive live-load shear, udl produce 
compiessive stresses, and negative live-load shear, in,,.!.- ..M.-.,-,. 
in the diagonals in the left half of the truss. Also, fnm, A. i V ..<, 
the stress in a diagonal is F sec f 'Hie stresses can now be vmften 
directly without the aid of the stress equation: 



L jj i = _io5.0 x 1.^02 -I ::.. o 

L,t/ 2 - - "5.0 X 1.W2 !)7.lil) 

Likewise the stresses in the verticals can be written directly, ivmnii- 
bering that here the secant is unity, and (hat the shear at (be .rvii.'u 
cutting the member is to be used, not for^ettiii^ that .' of ib" dead 
panel load is applied at the, top panel points. Tin- shears :mi 
stresses are: 

F,_, = +105.0 - 10 - +95.0 
V,_, = +105.0 - 20 - 2 X 10 

vj_ a = +105.0 - 2 x 20 - ;; ; 

The member U, [ L_ i cannot be easily determined by 
section 4 4, for this cuts four members. It is determined 
a circular section about the point L,, the equation beimj 1-^V-i 
- 20.0 = 0, from which JJJ^ = -1-20.0, which is equal to the dead 
panel load at the point L r 

The live-load chord stresses are determined by multiplying the 
dead-load chord stresses by the ratio of the live to the dead loads. 
Tills has been found to bcoqualto'J.OS. The li\e-|nad eb.>nl .(re e 
are found to be : 

LJj { - +1S2.0 UJ', Is-J.t) 

L,L,, = +:n-2.0 If. I-' :;i-'(i 



As the character of the stresses which can be tak.-n by the 

rlincrnnnls nnrl tlir> iv>vlir>.ilf ,\, 1-,, ji i 
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Lot/! = -218.4 X 1.302 - -284.30 {/,!,, = +218.4 

LjUa = -163.8 X 1.302 - -213.27 U. 2 L, = +163.8 

L a U, = -117.0 X 1.302 = -152.33 U 3 L a = +117.0 

L a U 4 = - 78.0 X 1.302 = -101.56 U<L< = + 78.0 

It should be noted that when I/ 4 and all panel points to the right 
are loaded, the shears and the members acting are as shown in Fig. 
50. The dead-load shear on the section 4 4 is +15.0, less the load 
at U" 4 , or +15.0 10.0 = +5.0; and the equation of stress is UJL^ 
+ 5.0 = 0, from which U" 4 I/ 4 = +5.0. Thus it is seen that in this 
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Fig. 50. Fig. 51. 

Stress Diagrams for Members of Howe Truss Span of "Fig. -IP. 

case the dead-load stress is +5.0 when the live-load stress is +78.0. 
The maximum stresses in the counters (see Article 37) are: 

(-40. 8 + 15.0) 1.302 = -41.4. 
The minimum live-load stresses are now written as follows: 



L,U, - + 7.8 X 1.302 = +10.1(3 
L 2 U 3 = +23.4 X 1.302 = +29.15 
L 3 U 4 = 
U,L, = 



tf,L, - 

U,L, =-- - 7.S 

f r :i^:i I Sen discussion 

L r .,L.5 f following. 



counter would aci, aim me .sim^ .m L'.-M^ ""< .-. .. ....... ... ..... ( ..... 

to the dead panel load which is at l r Their being tm live panel load 
at L 3 , the live-load stress in U 3 L 3 would be wn> under this loading. 
If a live panel load be placed at /;, only, then the shears and Hit- mem- 
bers acting will be as shown in Fig. f>l, and 1 ,, , lor dead hud 
+45.0- the load at U y or - <!. r > - 10 I ,'tf.l). Tin- !'., n for 
live load = 7.8, and the stress equation ~ r.,/,,, 7..S 0, (Yum 
which U 3 L 3 = 7.S. So this live-load compression stress uf 7 SOU 
pounds occurs at the same time as the dead-load Inr-ilc .stress 
of 35 000 pounds. 

By loading various groups of panel points in sncecssinu and 
determining the resulting live-load stresses in T',/,,, it will ! found 
that under no loading can a negative live-load .stress In- produced. 
The minimum live-load stress is therefore xero, and occur:; uhcn 
there is no live load on the bridge. 

The stresses should now be placed on an outline diagram .similar 
to that of Fig. 48, and the stresses in correspond in;: nicml.cr,., com- 
pared with those in that figure. This is left for (lie Minimi. 

41. Bowstring and Parabolic Trusses. A bowstring tni ; .s is 
shown in Fig. 13, the full lines representing the main members, u l.ich 
are the members under stress by the dead load. The dott.-d nicmhcr.s 
represent counters which may be stressed by (he action of tlu- live 
load. 

As before mentioned, the stresses in the chords and also j n tin- 
webbing are quite uniform. When the end supports and (be ,,,ncl 
points lie on the arc of a certain curve, called a parabola, the,, under 
full load, the stresses in all panels of the lower chord arc ,,m-il Un- 
stress m all verticals is tensile and is equal to the pand load ;' tbe 
owerendjandthestressinalldiagonalsisxero. Tndcr partial lo,d 
the stresses m the webbing are exceedingly .small, and ,!,<- chord 
stresses remain almost equal. 



le n ' 

egtb of span, the number of ,,,!, ;mil 

The height O f any ^ . . , 



Jti = Approximate neignt at. center; 
(I = Distance of vertical post from center; 
I = Span; 
h Height of vertical post sought. 

All distances arc in feet. Suppose, as an example, that it was 
desired to determine the heights of the vertical posts in an S-panel 
parabolic truss of a height approximately equal to 24 feet. One-half 




Fig. 52. One-Half of 8-Panel Parabolic Truss. 

the truss is shown in Fig. 52. At the center, d = 0, and the equation 
reduces to h = II, which is 24 feet. For U 3 L 3 , d = 20; then, 



from which, 
For *7,L,, 



For 



h = 04 _ 1.X 24 .XJA 

160" 



7i = 22.5 feet. 



d = 40 



100" 



h = 24 - 




h = 1S.O feet. 



h = 10.5 feet. 



Inspection of the above results shows that the span or the center 
height must become quite great before the clearance at U"^ will be 
sufficient to allow the traffic to pass under a portal bracing at this 
point. For this reason these trusses are usually built as through 

to 




the panel points of the 
top chord usually lie on 
the arc of a parabola 
which does not pass 
through the supports. 
For example, suppose 
that it was decided to 
have the span and pan- 
els the same as shown in 
Fig. 52, but the height 
at L i was to be 28 feet, 
and at L 4 36 feet. By 
substituting these values 
in the equation just 
given, and solving for I, 
the place will be deter- 
mined where the para- 
bolic curve cuts the 
lower chord extended, 
and the lengths of the 
vertical posts may be 
computed as before. 
Substituting these re- 
sults : 



23 =- oG - 



4 X 36 X GO 3 



(-36 + 2S)F = 
X 60 2 

'-V 



4 X3G 



4 X 36 X 60' 

8 



= 254.5, 

which shows that the 
arc cuts the lower chord 
extended at a point 
254.5 -J- 2 = 127.25 feet 



4 X 30 X CO 2 
UJ^ h = 30 - -TJT:- a " "= 28.00 foot, \diidi rherks 

The analysis of a bowstring truss will now be given. Both the 
maximum and minimum stresses will be determined, as reversal of 




U, 



Fig. 51. Outline Diagram of ">-Panel Bowstring Truss Span. 



stresses is liable to occur in the intermediate posts. The loading for 
minimum live-load stresses can be ascertained only by trial, care 
being taken to compute the dead-load stresses for the arrangement 
of web members caused by that particular live loading. 

Let it be required to determine the maximum stresses in the 
5-panel 100-foot bowstring truss 
shown in Fig. 54, remembering 
that the diagonals take only ten- 
sion. The height of U^ is 20 
feet, and of U 2 L 2 25 feet. The 
dead panel load is 17 200 pounds, 
and the live panel load is 50 000 
pounds. The full lines show the 
main members which act under 
dead-load stress, and the dotted 
lines show the counters which may 

act under the action of the live load. One-third of the dead 
panel load, or 5 730 pounds, is taken as acting at the upper 
panel points, while the remainder, 11 470 pounds, acts at the lower 
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Fig. :"5. Resolution of Forces around 

Panel Point in Bowstring Truss 

of Fig. 54. 




5.73 




truing further. The shear times the secant method cannot be con- 
veniently employed for the live-load stresses in the members U^ 
and IF*, as the section will cut the member UJJ V and the vertical 
component of its stress must he reckoned with in the stress equation 
The method of moments as illustrated in Fig. 27, Article 29, will be 
used for these members. 

The dead-load reaction is 2 X 17.2 = +34.4. The dead-load 
chord stresses should first be computed. 

By resolving the horizontal forces around L v it is seen that L^ 
- I^L,, (see Fig. 55). Passing the section a a, taking the center 
of moments, at U v and stating the equation of the moments to the 
left of the section, there results (see Fig. 56) : 

+ 34.4 X 20 - L,L 2 X 20 = .-. L,L 2 = +34.4 

For LJj 3 , the section b b is passed; the center of moments is 
at r : ; and the equation of the moments to the left of this section 
(see Fig. 57) is: 

-1-34.4 X 2 X 20 - (11.47 + 5.73) 20 - L 2 L 3 X 25 = .'. L Z L 3 = + 41.2G. 
By passing a vertical section cutting L !) L i and L Q U V the stress in 
L,,l ,can be determined by taking the sum of the vertical forces to 
the left and equating them to the vertical component of the stress 
('see Fig. 58). The equation is: 

f 34.4 -f I l7j X 0.707 = 0, from which L U, = -34.4 X 1.414 = - 48.7. 
A section a - a (Fig. 59) shows that the center of moments for 
I iTsi^jit I*; and stating the moments of the stress, and the forces 
to the left of the section, there results an equation in which an 
unknown lever arm enters. This lever arm I is readily computed 
to he 24.28 feet, and the equation can now be written : 

+ 34.4 X 2 X 20 - (11.47 + 5.73) 20 + U,U., X 24.28 = 
--. tf,tf, = -42.51. 

The stress in Li 2 U 3 is determined by passing a vertical section 
in the 3d panel, and taking the sum of the horizontal forces. As there 
is no dead-load stress in the members L 2 U 3 and U 2 L S , their compo- 
nents will be zero. Therefore (see Fig. "GO) it is evident that U 2 U 3 
must be equal and opposite to Z 2 L 3 and will be equal to -41.26. 



rass a circular section around U 2 ana taKe me sum ot tne vertical 
components, assuming that the stress in U 2 L 2 acts away from the 
section. The length of U^ is 1/5 2 + 20 2 = 20.6, and therefore the 
vertical component of UJJ Z will be (42.51 + 20.6) X 5 = 10.32, 
which acts upward. The stress equation of U 2 L 2 (see l?ig 61) is: 

+ 10.32 - 5.73 - U a L a = .'. U,L, = +4.59, 

showing that a tensile stress occurs in U 2 L 2 when all panel points are 
loaded. 

The simplest method of ascertaining the stress in UJL 2 is to pass 
a vertical section cutting members as shown in Fig. 02, and to equate 
the horizontal forces and stresses. The horizontal component of 
7^ is: 

42 'i! 

4,TT.- X 20 = 41. 30, which acts toward the left. 
20.5 

The equation of stress is, then: 

-41.30 + 34.40 + U^L, sin = 0; but sin <f> = 0.707; 
U,L 2 = +0.90 X 1.414 
= +9.7G 

All the dead-load stresses being computed, the next operation 
will be to determine the live-load chord stresses. These are pro- 
portional to the dead-load stresses in the same ratio as the live panel 
load is to the dead panel load. This ratio is 50 -T- 17.2 = 2.907, 
and the chord and end-post live-load stresses are : 

L U 1 = -48.71 X 2.907 = -141.7 

UJj\ = -42.51 X 2.907 = -123.6 

U S U 3 = -41.26 X 2.907 = -120.3 

L L S = +34.40 X 2.907 = +100.2 

L s L a = +41.26 X 2.907 = +120.3 

Also, the stress in U 2 L Z when the live load covers the entire bridge 
is not 2.907 X 4.59, as it must be remembered that part of the dead 
load is at the panel points of the upper chord. Taking a circular 
section around U 2 (see Fig. 61), and noting that there is no load at U 2 , 
i t is seen that the stress in U 2 L 2 due to live load is simply equal to the 
vertical component of the live-load stress of UJJ., and will be tensile. 

It is: 

u T, = nsa.fi ~ 2n.ni v s = -4-so.n. 



To obtain the maximum stress in U 2 L 3 , load L 3 and Z 4 . The 

shear T 7 3 will then be ~ (1 + 2) = +30.0. The section will cut 
o 

the members as shown in Fig. 63, and the equation of stress ^'ill be : 

J 



25 
-f 30.0- UJ; 3 cos </->= 0; but cos 96 = _ _~ =0.782; 



.-. J7 2 L 3 = +38.4. 

If panel points L t and L 2 were loaded, it is evident that the stress 
in 2 t/ 3 wouldbe +38.4. 

To obtain the maximum live-load stress in U^, a section is 
passed cuttbg UJ7 a , LJu 2 , and U^L 2 (Fig. 64). The center of 
moments will be at the intersection of UJJ 2 and ,L 3 , and this point 
lies some place to the left of the support L . The lever arm of UJj 2 
will be the perpendicular distance from this point to the line U^L, 
extended. The panel points L 2 , L 3 , and L are loaded. The left 

50 

reaction is then (1 + 2 + 3) = + 60.0. The lever arms are 

5 

easily computed, and these, together with the members cut, are shown 
in Fig. 64. The equation of stress is : 

- 60.0 X 60.0+E7iL,X 70.8 = .'. C7,L 2 = +50.80. 

If a load were put on L l only, then the reaction at L wcold be 
4 

X 50 = 40 ; and the equation of stress \vould then be : 
o 

-40.0 X 60.0 + oO X (60.0 + 20.0) +U 1 L. t X 70.8 = .'. U^L 2 = -22.6. 

As this is compression and greater than the dead-load stress, +9.76, 
a counter is required in that panel. In order to get the stress in the 
counter, it must be inserted, U^ being left out, and the dead and 
live load stresses computed and their difference taken. Fig. 65 gives 
the lever arms, center of moments, and the forces acting in this case. 
The dead-load stress is: 

-34.4 X GO.O + (11.47 + 5.73) (GO -f 20) - L } U, X 02.5 = 
L.U, = -11.02; 

and the live-load stress is: 



When a live panel load is at L v LJJ 2 is acting, as has just been 
proved. As this load at L t causes a negative shear in all panels to 
the right, this negative shear in the center panel will cause L 2 U S to 
act. A section may now be passed as shown in Fig. 66, and the stress 
equations for U 2 L 2 written: 

For dead load, +34.4 - 11.47 - 2 X 5.73 - U 2 L 2 = .-. U 2 L 2 - + 11 47 
For live load, 4-40.0 - 50.0 - U 2 L 2 = " .'. U,L 2 = -10.00 

Total = + 1.47 

This is evidently not a maximum for U 2 L 2 , for when a full live load 
was on the span, the stress was +30.0 due to live load and +4.59 
due to dead load. 

It might be well to consider what effect is produced by loading 
Ly and I/ 4 . The loading of L 2 and L^ need not be considered, since 
it is evident that, as this causes the total shear in panel 2 to be positive 
and the total shear in panel 3 to be negative, therefore U^L,, and L 2 U a 




Fig. 68. Stress Diagram of Half-Span of Parabolic Truss of Fig. 54. 



will act, and this causes a tensile stress in U 2 L 2 equal to the vertical 
components of the dead and live load stresses in UJJ 2 less the dead 
panel load at U 2 . With a live panel load at L 3 and Z 4 , the left reaction 
50 

"Rirr A7 Tli 



is .(! + 2) = +30.0. 
o 

t. ^f Tr^rvw^tc. o,-,^ +]-, 
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in the vertical. For this reason the ver- 
ticals of bowstring trusses are, like web 
members of Warren trusses, built so as 
to take either tension or compression. 
The minimum stresses in the diagonals 
will be zero, for when one diagonal in a 
panel is "acting, the other is not. 

The diagram of half of the truss in Fig. 
OS gives all the stresses. 

It is to be noted by the student, that 
in some cases one method for the deter- 
mination of stresses is preferable to others 
in that it saves labor of computation. 
The analysis of the truss of Fig. 68 illus- 
trates this fact. 

42. The Baltimore Truss. Baltimore 
trusses are of two classes those in which 
the half-diagonals, called sub-diagonals, 
are in compression, and those in which 
the sub-diagonals are in tension. The 
latter class is the one most usually built, 
as it is more economical on account of 
many of its members being in tension, in 
which case these members are cheaper 
and easier to build than if they were com- 
pression members. Fig. 14 shows boai 
types of truss. The Baltimore truss does 
not have a simple system of webbing, and 
toi that reason the analysis is here pre- 
sented. As the tension sub-diagonal truss 
is the type in most common use, its analy- 
sis will be given. 

Let it be required to compute the 
maximum stresses in the 14-panel 280- 
foot span of Fig. 69. The height is 40 




<1 



panel ioaa is appnea ai me upper enas 01 uie long verucuis anu tusu 
of the half-verticals. These half-verticals are designated as sub- 
verticals. Attention is called to the system of notation used for the 
ends of the sub-verticals. The full lines in Fig. 69 represent the 
main members, being stressed by dead load only. The heavy lines 
indicate those members that take compression, the light lines those 
that take tension, and the broken Ibes the counter-braces. In this, 
as in nearly all Baltimore trusses, the diagonals make an angle of 45 
degrees with the vertical. 

The dead and the positive live-load shears in the various panels 
should be computed. They are : 

DEAD-LOAD V + LIVE-LOAD V 

40 
7, +156.00 F, = (1 + 13) YJ- = +260.00 

40 
V 2 + 132.00 V 2 = (1 + .... 12) ^j = +223.00 

40 
7 3 +108.00 7 3 = (1 + . . . .11) -^ = +188.50 

F 4 + 84.00 7 4 = (1+ ....10)-^!= +157.20 

40 
V, +60.00 Y 5 = (1 + .... 9)-jij- = +128.50 

40 
V e + 36 00 y c = (1 + . . . . 8) = + 102.80 

40 
V 7 + 12.00 V 7 = (1 + . . . . 7) j = + 80.00 

It is only necessary to determine the negative live-load shear in 
panels 5 and 7, in order to ascertain if there is a counter required. 
These shears are : 

40 
-V 5 = (10 + 11 + 12+ 13) -jj - 4 X 40 = -28.60 

_y 7 = ( 8 + 9 + 10 + 11 + 12 + 13) ||- - 6 X 40 = -60.00 

From a comparison of these with the dead-load shears, it is seen 
(see Article 37) that a counter is required in panel 7 only. 

The dead-load stresses are first to be computed. The stress in 
any sub-vertical is found by passing a circular section around its 

. a.ssu miner 



As all sub-verticals have the same dead load at their lower end, it 
follows that the dead-load stress in all sub-verticals is the same, a 
tensile stress of 16 000 pounds. 

The dead-load stresses in the sub-diagonals are determined by 
resolving the forces around the joint at their lower end. The com- 
ponents perpendicular to the diagonal are taken (see Fig. 71). Take 



M, 
, 16.0 

Fig. 70. Diagram for Calculating Stress in 
Sub- Vertical of Baltimore Truss. 

m 2 U 2 . The known forces or 
stresses are the dead panel load 
of S.O and the stress in m 2 M 2 , 
which is 1G.O and which being 
tensile acts away from the sec- 
tion. The stress equation is: 

+ m 2 U 2 - 8.0 sine cf> - 16.0 sine = 0. 
<> = 45, sine </> = 0.707,and 
m 2 U 2 - 8.0 X 0.707 - 16.0 X 0.707 = 
.'. m 2 U 2 = +16.00. 

This equation may be put in another form by multiplying and dividing 
the numerical values by 2: 




Fig. 71. Diagram for Calculating Stress in 
Sub-Diagonal of Baltimore Truss. 



x 1.414 = 0; 



or, 



TT , 

m 2 U 2 = H seci/j, 



which proves the well-known saying that the stress in the sub-diagonals 
is equal to one-half the panel load, times the secant of the angle (/>. It 
also shows that the vertical component of the sub-diagonal is equal to 




156.0 



Fig. 72. Stress in Diagonal 
of Baltimore Truss. 



me stress in me compression sub-diagonal /" 

m 1 L 1 is 16.96. 

The stress in the member L^ and in 
the upper half of any main diagonal (i. e., 
TJjm v U 2 in 3 , and U 5 m^ is determined as in 
the diagonals of the Pratt or Howe truss, 
for the section passed cuts but one mem- 
ber, which has a vertical component. Take 
L m 1 (see Fig. 72). Then +156.0 + L^ 
cos 45 = 0, from which Z/ ?n 1 = 220.5. For U^n 2 the section is 
passed as in Fig. 73, and the equation of stress is + V 3 U^ cos 
45 = 0, or + 10S.O - U^ X 0.707 - 0, from which U{m 2 = 
+ 152.9. 

In a similar manner, 

U 2 m 3 = +60.0 -5- 0.707 = +84.84; 
U 3 m t = +12.0 -H 0.707 = +16.96. 

The stresses in 771^, m 2 L 2 , and m 3 L 3 may be determined by 




Fig. 73. Stress in Upper Half of Main 
Diagonal of Baltimore Truss. 



Fig. 71. Stress in Diagonal of Baltimore 
Truss. 



resolving the forces about 771^, m z , and m s ; but a neater solution is to 
pass a vertical section cutting the member whose stress is desired, 
and to equate to zero the shear and the vertical components of all 



out me vertical component ot m^ is = iz; and tneretore, 

/j 

WjC/j X 0.707 + 12 + 132 = 
.'. w,C7j == -203.0. 

For m 2 L 2 , the section is as shown in Fig. 75, and the stress 
equation is : 

-j?i 2 L 2 X 0.707 + vert, component m 2 I7 3 4- F., = , 

-m s L a X 0.707 + 12 + 84 = 
.'. m a L, = +135.0. 



U, 




.'Fig. 75. Calculating Stress in Lower Half-Diagonal of Baltimore Truss. 



In a similar manner, passing a section cutting U 2 U 3 , m 3 U 3 , m 3 L 3> 
and MJjy the stress equation may be written: 
- m a L 3 X 0.707 + 12 + 36 = 
.'. m 3 L 3 = +67.85. 

The stresses in the verticals are best determined by resolving 
the vertical forces at their lower end. Referring successively to 
diagrams a, b, and c of Fig. 76, the stress equations are : 

+ U,L l - 16.0 - 12.0 = .-. U,L, = +28.0 

+ C/ 2 L 2 - 16.0 + 96.0 = .-. U,L n = -80.0 

+ U 3 L 3 - 16.0 + 48.0 = 0- .'. U S L 3 = -32.0 

96 and 48 being the vertical components of m 2 L 2 and m a L 3 respec- 
tively. 



J- v^ o LJL COOCO 



< easiest computed by considering the 

Resolution of horizontal forces at the panel points. As the diagonals 
make an angle of 45 with the verticalj 




.L, 

160 ' 16.0 

Fig. 70. Calculating Stresses iu Verticals of Baltimore Truss of Fig. 00. 

components are equal. For instance, the horizontal component of 
the members L Q m v U,m v and U 2 m 3 are equal to the shear in that 
panel, which is their vertical component. At point L (see Fir 77) 
there results: b ' h 

+ L M l - horizontal component of m,L n = 0' or 
+ L M r - 156 = 
.-. L Af, = +15G.O; 

and from Fig. 70 it is evident that L M, = 
Fig. 7S), i^l/3 is equal to M { L V 
less the horizontal component of 
mjj^ and the equation is: 

-150 + 12 + L^M 2 = 
. L,A/ 3 = + 144.0; and M 2 L 2 == + 144.0. 

At point L 2 (see Fig. 79), L 2 M 3 
is equal to the sum of the horizon- 
tal components of M 2 L 2 and m 2 L 2 ; 
that is, 



At point L l (see 

m, 



+ L a Af 3 - 144.0 - 96.0 = 
:L s M a = Jl/ 3 L 3 = +240.0. 




Fig. rr. Chord Stress in Baltimore Truss, 

In a similar manner, at point L 3 , the stress equation is: 

+ L 3 M 4 - 240.0 - 48.0 = 

.'. L 3 M t = M^Lt = +28S.O. 

At the upper panel point U t (see Fig. SO), there results the 
equation : 



70 



+ {/,[/ + UtUg - hor. comp. m,,U., I hor. romp. r,m., 
+ 252.0 + f/ 2 Z7 3 12 + 00 
.-. U S U" 3 = -300.0. 

In a similar manner, by resolving the hori/onial forces af I ',. 
will be seen that the action of m 3 U 3 will neufndixe llial of r.,///,, 




Fig. 78. 

Bottom Chord Stresses In H;ill,ijnoi 




they are equal and pull in opposite diivciions, and /'./', is c(|ii;il 
UJI 3 = -300.0. 

The live-load stresses in the. chords, ihc ciid-pnsl, and llir MI 
diagonals are all proportional to the dead-load slivsses in llir N.-H 




>n .-\ 

Fig- 80. ,, |)tiS|j 

Top Chord Slre.ssc.s in H;illlm<>r< 'I'niss. 

ratio as the live panel load is to the dead panel ]<> : ,d. This rnfi,, 

40 

~= 1.007. By reference to Fig. 70, it will In- seen Ihnl llu- liv 

load stress in the sub-verticals is +40.0 for ,,<], on,-. Thr follmvi, 
stresses can now be determined: 

io'i = -220.5 X 1.()C,7 :;i;7..-, 

/,/,[/, = -20:5.0 x i.iiiiT :;::u.r, 

L r ,[7 2 ,= -252.0 :< ].i;ii7 I >()() 



m s U s = m 3 U 3 = +16.96 X 1.667 = +28.28 

The vertical U^ will have its maximum live-load stress when 
points A/j and L v are loaded, for these are the only loads which cause 
a stress in that member (see Fig. 76a). The equation is: 



-f-40 + 



= 0, 



from which, 
?/,, = +00.0. 

The maximum 
live-load stresses 
in U,m v U 2 m 3 , and 
U 3 m 4 are obtained 
in a manner exact- 
ly like that used 
in obtaining dead- 
load stress, only 
the live-load posi- |gBS 
tive shear is used. Fig. ?2. 
The stresses are: 




Stress in Lover Half of Main Diagonal of Baltimore 
Truss. 



U,m a X 0.707 + 188.5 = 
U 2 m 3 X 0.707 + 128.5 = 
U>i, X 0.707 + 80.0 = 



.-. Tj\m a = +266 5 
.'. t/> 3 = +181 5 
.-. U 3 m t = +113.1 



In the determination of the maximum live-load stress in the 
lower halves of the main diagonals, fn 2 L 2 , fn 3 L 3 , and mjj^, one of the 
peculiarities of this truss becomes apparent. A section being passed 
as in Fig. 82, the panel point ahead of the section, and all between 
the section and the right support, must be loaded. This of course 
produces a stress in m 2 U 2 , and the vertical component of this enters 
the stress equation. The shear in the section a a under this load- 
ing is: 

F a _ a = +188.5 - 40 = +148.5; 

and the stress equation is: 

-i,L 2 X 0.707 + - 4 ~ + 148.5 = 



.-. HI,/,.. = +238.0. 



by loading successively points M s and to the right, and M 4 and to 
the right, the stress equations of m 3 L 3 and mjj^ are : 



40 



m 3 L s X 0.707 +- + 128.5 - 40 = 



40 



m 4 L 4 X 707 + ~ + 80.0 - 40 = 



.'. m 3 L 3 = +153.3 
.-. -/H 4 L 4 = + 84. S 



The maximum live-load stresses in the main verticals occur when 
the panel points to the right of the section which cuts the member 

under considera- 
tion are loaded. 
There being no 
load at the end of 
the sub-vertical 
just to the left of 
the section, there 
will be no stress 




\ c 



Fig. 83. Sti'ess in Main Vertical of Baltimore Truss. 



in the sub-diag- 



onal which the sec- 
tion cuts. The chords, of course, do not exert a vertical com- 
ponent; and so the only unknown term of the stress equation is the 
stress in the member itself. Fig. S3 shows how the section should 
be passed when U 2 L 2 is considered. The stress equation is: 
4- U Z L 2 + y n _ a = 0; +U 2 L 2 + 128.5 = 0; /. U 2 L,, = -128.5. 

In a similar manner, by passing a section cutting U 2 U 3 , m 3 U 3 , 
U 3 L 3 , L 3 m 4 , and loading M 4 and to the right, it is seen that the stress 
equation for U 3 L 3 is: 

+ U S L 3 + 80.0 =0 .'. U 3 L 3 = -80.0 

The components of m 3 U a and L 3 m i are zero, as can readily be proved 
by solving for them under this loading. 

Fig. 84 gives all the stresses, and they are written in order of 
dead load, live load, and maximum. 

43. Other Trusses. The analysis of the foregoing trusses will 
enable one to solve any of the trusses of modern times. For the 
solution of the Whipple (sometimes called the "double-intersection 



ENGINE LOADS 

44. Use of En= 
gine Loads. It was 

formerly the custom 
for railroads to spec- 
ify that the engine to 
be used in computing 
the stresses in their 
bridges should be one 
of their own which 
was in actual use. 
The engines of differ- 
ent roads were usual- 
ly different both in 
regard to the weight 
on the various wheels 
and in regard to the 
number and spacing 
of the wheels. Of 
late years, consider- 
able progress has 
been made towards 
the adoption of a 
typical engine load- 
ing as standard. 
These typical engines 
(see Fig. 17, Article 
25) vary only in re- 
gard to the weights 
on the wheels, the 
number and spacing 
of wheels being the 
same in all engines. 
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number of feet and inches and frac- 
tions thereof. For examples of load- 
ings which are in almost universal use, 
consult the specifications of Cooper or 
Waddell. 

The labor of computation of stresses 
when engine loads are used is consid- 
erably lessened by the use of the so- 
called engine diagrams. Fig. 85 gives 
a diagram which has been found very 
convenient. The first line at the top 
represents the bending moment of all 
the loads about the point to the left 
of it. All the loads are given in thou- 
sands of pounds, and all the moments 
are in thousands of pound-feet. The 
practice of writing results in thousands 
of pounds or, in case of moments, in 
thousands of pound-feet or pound- 
inches is to be recommended, as it 
saves the unnecessary labor of writing 
ciphers. Throughout this text this 
practice has been extensively followed, 
the stresses being written to the near- 
est ten pounds or one-hundred pounds 
as the case may be. For example, 
6 433 may be written G.43 or 6.4, the 
few pounds which are neglected mak- 
ing no appreciable difference in the 
design. The distances are in feet. 

As an example of the use of the first 
line at the top, suppose that it is de- 
sired to find the moment of all the 
loads to the left of a certain point 
when wheel G (the numbers of the 



be 1 640 000 pound-feet, which is obtained by reading off the 1 640 
just to the right of the line through wheel 6. 

When using the first line for values at sections in the uniform 
load, the values given represent the moment of all wheel and uniform 
loads about the points in the line or section to the left of the value 
given. For example, if it is desired to find the moment about a 
point in line 2, it will be 19304000 pound-feet, the value 19304 
appearing to the right of the line. 

The line of figures below the wheels indicates the distances 
between any two wheels. 

The third line of figures indicates the distance from the first 
wheel to the wheel to the right. For instance, 37 is the distance from 
wheel 1 to wheel 7, 

The values in the fourth line indicate the sum total of all the 
loads to the left of the value given. For example, 245 signifies that 
the loads 1 to 15 inclusive weigh 245 000 pounds. 

The values in lines 5 and 6 are similar to those of lines 3 and 4, 
except that the starting point is at the head of the uniform load. 
For example, 40 in line 5, and 112 in line 6, indicate that it is 40 feet 
from the head of the uniform load to the wheel 12, and that wheels 
18 to 12 inclusive weigh 112000 pounds. 

The values in lines 7 to 16 indicate the value of the moment of 
all the wheels from the zigzag line up to and including the one to the 
left or the right, according as the value is to the left or the right of 
the zigzag line. For example, 2 745, line 11, indicates that the 
moments of wheels 8 to 14 inclusive about the zigzag line just under 
wheel 15, is 2 745 000 pound-feet; or the value 1 704, line 14, shows 
that the moments of wheels 13 to 18 about the zigzag line just under 
wheel 12 is 1 704 000 pound-feet. 

When line 4 of figures is under the uniform load, the values refer 
to the vertical line to the right; thus 324 is the value of all loads to 
the left of line 3 about that line. 

For values of moments at points which fall in between wheels, 
or at positions in the uniform load where the value of the moment 
is not given, a very important principle of applied mechanics is used. 



Ill VY11HJ11, 

jl/ a = Moment at section degired; 
M' = Value of moment at preceding vertical line; 
W = Sum total of all loads to the left of and at the point where M ' 

is taken; 
x = Distance from section under consideration to vertical line to 

which M' is referred; 
w = Uniform load per linear foot on the distance x. 

Let it be desired, for example, to determine the moment at a 

point c, 3 feet to the right of wheel 
13. The position of the loads is 
given in Fig. 86. The moment is: 

Afu-a = 7 COS -f 212 X 3 
= 7 668 + 630 

= 8 304 = 8 304 000 pound- 
feet, there being no uni- 
form load. 

To illustrate the method when 
applied to points in the uniform 
load, assume the point to be 7 feet 
to the right of line 2. The po- 
sition is illustrated in Fig. 87. The 

Fig. 80. Calculation of Moment at u Point 

under Engine Load. moment is : 




b-b = 19 304 + 304 X 7 + 



= 21 481 = 21 481 000 pound-feet. 

The use of the moment diagram is now apparent. Reactions 
due to any position of the engines may be determined by dividing the 
span into the value obtained for the moment at the right end of the 
span. Likewise, if the moment of the reaction about any panel point 
is determined and from it the moment of the wheel loads about that 
same panel point are subtracted, then the result, divided by the 
height of the truss, will give the chord stress. For example, if the 
right end of an 8-panel 190-foot span truss, height 25 feet, came 7 
feet to the right of the vertical line 2, then the moment at this point 
(see Fig. 87) would be 21 481 000, and the reaction would be 



01 /ici nnn _^. io.fi 



16111200-8304000 
25 



= -312 000 pounds. 



In using the engine to determine the shear in any particular 
panel, it must be remembered that the shear is not the left reaction 
less all the loads to the left of the panel point on the right of the 
section, as the loads in the panel under consideration are carried on 
stringers, and these stringers transfer a portion of the loads to the 
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Fig. 87. Calculation of Moment at Point under Uniform Load. 

panel point on the left of the panel, and a portion to the panel point 
on the right of the panel. Only that portion of the loads in the panel 
which is transferred to the left panel point should be subtracted from 
the reaction, as should all of the loads to the left of the panel under 
consideration. If, in a 6-panel 120-foot span Pratt truss, the wheel 
6 comes at L v the left reaction will be: 

#, = ~ (IG 364 + 3 X 284 + ?~*_~\ = 143.6; 

1 \J \ j-i / 

and the loads in the first two panels will be in position as indicated 
by Fig. 88, the wheel 3 being 1 foot to the right of point L r Let it 
be required to determine the shear in the panel L^L Z when the loads 
are in this position. It will be the reaction 143.6 minus loads 1 and 





Pig. W. Sin-Mr Dlii.irnim I'm 1 l ( :niH umli-r 

beams, the amount transferred ID /,, will 
be the reaction of the stringer /,,/-... Ue- 
ferring to Fig. NU, the rend ion is: 
R L = (20 X '.) I 20 >: I I ! 20 l!h '.'II 

The shear in the second panel is now 
found to be : 

V, = 1-1U.G -(10 -I- 20 -|- -12.0) I 7 I.C. 

In the majority of cases where it is 
necessary to determine: the shear in a 
panel, none of the loads will be in tin- 
pane! to the left of the one under consid- 
eration. In this ease the operation is 
somewhat simplified, as the engine dia- 
gram can be used directly. If the engine 
be placed so thai the third wheel is at 
1/2) wheel If) will be just over the right 
support, and the left reaction will he: 

K\ = 1UO-11 -: 120 !()().:{. 

As there are no wheel loads in the first panel, the amount to be sub- 
tracted from the reaction will be that proportion of the loads 1 and 2 
which is transferred to L : ; and this (see Fig. 90) is 230 : 20 1 1 .f>. 
The shear in the second panel is then 100.3 - 11.5 -| SS.S. 

From inspection of the resulting shear in the second panel when 
wheel 6 is at L 2 and when wheel 3 is at L y it is seen that diiTeivnt. 
wheels at T"/. will o-iv^ riifPoror.* ^l-,,,,.o ,\, +1 i , n. i ,', i,> 



the necessity of solving lor the shear each time every wheel is at the 
point. 

45. Position of Wheel Loads for Maximum Shear. By methods 
of differential calculus, it can be proved that, for any system, either 
of wheel loads or wheel loads followed by a uniform load (see Fig. 91), 
l.he correct wheel that should be at the panel point I in order to 




Fig. ( JO. Determination of Shear in Panel under Engine Load. 

give a very great or maximum shear in the panel a b, is such, a 

W W 

wheel that the quantity Q = - G is positive when q = 

(G + P) is negative. In these equations, 

W Total load on the truss; 

m = Number of panels in the truss; 

G = Load in panel under consideration; and 

P = Load at panel point on right of panel. 

If a load is directly over the panel point a, it is not to be included in 
the weight G; neither is P included in the weight G. If a wheel load 
should come directly over the right end of the truss, it should not be 
considered in the quantity W. 

The only way to determine which wheel is the correct one, is 
to try wheel 1, then wheel 2, and so on, until the wheel or wheels are 

nn Q rn r>f e>~r 



wheels should be tried until Q and q again have the same sign. 

As an example, let it be required to determine the position of the 
wheel loads to produce the maximum positive shears in a 6-panel 
120-foot Pratt truss. This work should be arranged in tabular form, 
and Table V is found to be convenient. 

TABLE V 
Determination of Position of Wheel Loads for Maximum Shear 

(m = 6) 



PANEL 
POINT 


WHEEL 

AT 

POINT 
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20 


70 


- 


- 




L, 


1 





2'^ 2 - = 25.33 
6 


10 


10 


+ 


+ 




L, 


2 


10 


- = 28.67 


20 


30 


' + 


- 
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that wheel 1 can never produce a maxi- 
mum. It also shows that there are in 
some cases two positions which will give 
large values of the shear. In these 
cases the shears for each position of the 
engines must be determined in order to 
tell which wheel at the panel point in 
reality gives the greatest. In practical 
work it is customary to use the first 
position found, as the difference in the 
shears resulting from the use of the two 
positions is not large enough to affect the 
final design. 

Fig. 92 shows the engine diagram 
on the truss in the correct position to 
give the maximum shear in the second 
panel. The weight of wheel 16 is not 
included in the weight W, as it is directly 
over the right support. 

46. Position of Wheel Loads for 
Maximum Moments. In this case the 
methods of differential calculus are em- 
ployed to determine which wheels wil! 3 if 
placed at a point, give a maximum mo- 
ment at that point. For any system, 
either of wheel loads or of wheel loads 
followed by a uniform load, that wheel 

Wn 

which will cause K = L to be positive, and k = 

m 

(L + P) to be negative, is the wheel. Here n is the number of the 
panel under consideration, and is to be reckoned from the left 
end; L = the load to the left of the point under consideration; 
and the remainder of the letters signify the same as they do in 
Article 45. In some cases there -will be more than one position 
of the loads which will satisfy the above condition. It is then 




n 



m 




position of the loads 
for the greatest mo- 
ments should be de- 
termined for all panel 
points except the one 
on the extreme right, 
as the greatest moment 
possible maybe caused 
by wheels of the rear 
engine being on the 
point on the right- 
hand side of the truss, 
instead of the wheels 
of the front engine be- 
ing at the correspond- 
ing point on the left- 
hand side. 

In general, it may 
be said that there will 
be a number of wheels 
which, if placed at the 
panel point in the cen- 
ter of the span, will 
satisfy the given con- 
ditions. In this par- 
ticular case, it is not 
necessary to determine 
all of the moments. 
The greatest moment 
possible will occur 
when that one of the 
heaviest wheels of the 
second locomotive 
which gives the heav- 
iest load upon the 



same maximum load W, use the first wheel which gives this max- 
imum W. 

Let it be required to determine the position of the wheel loads 
for maximum moments at the lower panel points of the 6-panel 120- 
foot Pratt truss of Article 45. The necessary work can be con- 
veniently arranged in the form of a table, as is done in Table VI. 

TABLE VI 
Determination of Position of Wheel Loads for Maximum Moments 
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One should carefully note that in certain positions, as when 
wheels 11, 12, 13, and 14 are at L z , some wheels are to the left of the 
left support; that is, they are not upon the bridge. In all such cases 
they are counted neither in the quantity L nor in IF. 

In the case of L 3 , wheel 11, being the first large driver of the 
second engine, will give the greatest moment, as it is the first driver 
to come at the point when the maximum load of 304 000 pounds is on 
the truss. Fig. 93 shows the engine diagram on the truss in correct 




height being Zo reet. Ihe 
secant is ("2? + ~20")* -^25 = 
1.28. 

The maximum positive 
shears in the various panels 
should first be computed. 
These, written in reverse or- 
der, will be the maximum 
negative or minimum shears. 
Table V should now be re- 
ferred to, and an outline dia- 
gram drawn to the same scale 
as the engine used, on which 
to place the engine diagram in 
the correct position. The vari- 
ous values can then be read 
off the diagram at the right- 
hand end of the truss. It will 
be found convenient to lay oft' 
to scale the first ten feet of 
the lower chord of the truss 
from the right support, mak- 
ing the divisions one foot apart. 
This will enable one to ascer- 
tain the distance of the last 
wheel load from the right sup- 
port, or the amount of uni- 
form load upon the bridge, 
without scaling or further com- 
putation. In case it is desired 
to have the wheel loads appear 
on the lower chord, as in Fig. 
93, the outline of the truss 
should be on tracing cloth or 
transparent paper. This is not 



as in Fig. 92, in which case the outline of both the truss and the dia- 
gram can be drawn on good stiff paper. 

For wheel 3 at point L i (see Articles 44 and 45), the left reaction 
is as follows, there being four feet of uniform load upon the truss: 

Ri = (l6 364 + 284 X 4 + ~ * 2 ') -s- 120 = 146.0; 

and the proportion of loads in the panel which is transferred to 
the point L Q by the stringers is 230 -r 20 = 11.5. The shear is 
therefore F t = +146.0 - 11.5 = +134.5. The computation for 
the shear when wheel 4 is at the point, will not be made; for, as has 
been noted before, the result will not be much different from the 
above. 

For wheel 3 at L 2 , wheel 16 comes over the right support. The 
left reaction is : 

Ri = 12041 -=- 120 = 100.3; 

the proportional part of the loads which is transferred to L t is 11.5; 
and the shear is: 

V, = (+100.3 - 11.5) = +88.8. 

For wheel 2 at Z/ 3 , wheel 1 1 comes four feet from the right sup- 
port. The left reaction is: 

Ri = (5 S4S + 172 X 4) -:- 120 = 54.5. 

That part of wheel 1 which is transferred to L 2 is SO -+ 20 = 4.0, 
and the shear is therefore: 

V 3 = ( + 54.5 - 4) = +50.5. 

For wheel 2 at I/ 4 , wheel 9 comes over the right support. The 
left reaction is: 

R\ = 3 496 -H 120 = 29.1. 

That part of wheel 1 which is transferred to L 3 is 4.0, and the shear 
is therefore: 

V, = ( + 29.1 - 4.0) = +25.1. 

For wheel 2 at L 5 , wheel 5 is five feet from the right support, 
and the left reaction is: 

Ri = (830 + 90 X 5) -v- 120 = 10.7 
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LiVE-LOAD V 


+ 134.5 


0.0 


+ 88.8 


- 6.7 


+ 50.5 


-25.1 


+ 25.1 


-50.5 


+ 6.7 


-88.8 


0.0 


-134.5 



DEAD-LOAD V 

V, = +50.0 

T" 2 = +30.0 

V, = + 10.0 

V t = - 10.0 

V s = -30.0 

T' B = -50.0 

A comparison of the shears in the third and fourth panels shows 
that counters are required. The stress in these counters is: 
U 3 L 2 = U 3 L, = +1.28 X (25.1 - 10.0) = +19.2 

As it is known that positive shears cause a compressive stress 
in Lfli and tensile stresses in the diagonals, and that negative 
shears produce compressive stresses in the intermediate posts, the 
left half of the bridge being considered, the web stresses for dead and 
live load can be determined without in all cases writing the stress 
equations in order to determine the sign. It should be remembered 
that one-third of the dead panel load, or 6 700 pounds, is applied at 
the panel points of the top chord. 

Dead-Load Stresses in the Diagonals 

L L\ = -1.28 X 50 = -64.0 
Z7,L, = +1.28 X 30 = +38.4 
U 2 L 3 = +1.28 X 10 = +12.8 

Dead-Load Stresses in the Verticals. For U 2 L 2 , the section 
passed will cut UJJ 2> U 2 L 2 , and L 2 L 3 , and the shear on this section 
will be 50 2 X 13.3 6.7 = +16.7. The stress equation is 
+ 16.7 + U 2 L 2 = 0, from which U 2 L 2 = -16.7. 

The dead-load stress in U 3 L 3 is found by passing a circular sec- 
tion around U y Then U 3 L 3 6.7 = 0, from which U 3 L 3 = 6.7. 
In a similar manner, by passing a section around L v the stress is 
found to be + 13.3. 

Live-Load Stresses in the Diagonals 

MAXIMUM MINIMUM 

Lot/! = -1.28 X 134.5 = -172.2 

U,L 2 = +1.28 X 8S.8 = +113.6 -1.28 X 6.7 = -8.6 

U 2 L 3 = +1.28 X 50.5 = + 64.7 

Live-Load Stresses in the Verticals. The maximum stress in 



in panels 1 and 2 and the load at L r This can be established as a 
fact by use of the differential calculus. In the present case, this con- 
dition is satisfied when wheel 4 is at L r Then the weight of the 
wheels in panel 1 is 50 000 pounds, and the sum total is 116 000 pounds. 
If wheel 13 be placed at L v the result will be the same, and then the 
engine diagram can be used. Fig. 94 represents the engine diagram 
in place, ready to use. According 
to Article 44, the value 480 is the 
moment of wheels 10 to 12 about 
L r Therefore 480 -r- 20 (20 is 
the panel length) = 24.00, is that 
amount of wheels 10 to 12 which 
is transferred to L . In like 
manner, 529 -* 20 = 26.45 is the 
amount of wheels 14 to 16 trans- 
ferred to L 2 . As the total weight 
of the loads in the two panels is 
116000 pounds, the amount 
transferred to L i must be 116.0 
- (24.00 4- 26.45) = 65.55, and 
the stress in U" 1 L 1 is therefore 
+ 65.55. 

The maximum live-load stress 
in L ? U 2 occurs when the loading 
is in a position to give the maxi- 
mum shear in the third panel, as 
the shear at a section cutting UJJ 2 , U 2 L 2 , and L 2 L 3 is the same as 
that at a vertical section in the panel. The stress equation is + U 2 L 2 
+ 50.5 = 0, from which U 2 L 2 = 50.5. In a similar manner, the 
stress equation for the maximum live-load stress in U 3 L S is + U 3 L 3 
+ 25.1 = 0, as t/gl^ is working, and therefore U S L 3 25.1. As in 
the case of the analysis of the Pratt truss under uniform load (see 
Article 39), the dead-load stress of 6.7 cannot be added to this 
stress of 25.1 to obtain the maximum; but the dead-load stress in 
U 3 L S must be obtained when diagonals UzLa and 7gjL 4 are in action. 




Fig. 94. Engine Diagram for Determina- 
tion of Live-Load Stress in Vertical 
of Pratt Truss. 



loft, the counters come into action in the case of U 2 L 2 ; and in the 
case of U S L 3 , both U 2 L 3 and L Z U^ act, thus causing the live-load stress 
in these verticals to be zero; and when this is the case, the dead-load 
stress is 6.7, which is the minimum. 

Dead-Load Chord Stresses. The dead-load chord stresses can 
be found by any of the methods previously given; but they will be 
found by the tangent method as indicated below, the tangent being 
20 -r- 25 = 0.8: 

L L, = +0.8 X 50 = +40.0 = L,L 2 
U,U 2 = -(50 + 30) X 0.8 = -64.0 
U 2 U 3 = -(50 + 30 + 10) X 0.8 = -72.0 
L 2 L 3 = -U 1 U, 2 = -(-64.0) = +G4.0 

Live-Load Chord Stresses. On account of the wheel loading; nc 
ratio can be established between these stresses and the dead-load 
chord stresses. The maximum moments at each point must be 
determined, and these divided by the height of the truss will give the 
chord stresses. For all points to the left of the center of the bridge, 
the main diagonal will act. For points to the right of the center, an 
uncertainty exists. The shear in the panels on either side of the 
point under consideration should be determined when the loading is 
in position to give the maximum moment at that point. This will 
indicate which diagonals act, which fact will indicate for what chord 
member that point is the center of moments. 

When wheel 3 is at L v four feet of uniform load are on the truss, 
and the left reaction is: 

Ri = (16 364 + 284 X 4 + --*--) -5- 120 = 146.0. 

The moment of this reaction about L v less the moment of wheels 1 
and 2 about L I} will be the moment at Z/ t due to this loading. The 
moment of wheels 1 and 2 about L l is taken from the diagram, where 
it occurs in the first line of values just to the right of the vertical line 
through wheel 3, and therefore: 

M! = 146.0 X 20 - 230 = 2 690 000 pound-feet, 

When wheel 4 is at L v there are nine feet of uniform load on 
+v.^ fT*n<=c n.nd the left reaction is: 



greatest moment. 

When considering the point L 2 with wheel 6, the left reaction is : 

l?i = (16 364 + 284 X 3 + ^-^) * 120 = 143.5 
jl/o = 143.5 X 2 X 20 - 1 640 
= 4 100 000 pound-feet. 

The conditions at L 3 indicate that there are several wheels which 
give large moments; but according to Article 46, wheel 11 gives the 
maximum moment. When this wheel is at L s , wheel 1 is off the 

truss, and 15 feet of uniform load are on the truss. The moment of 

52 y o 

all the loads about the right support is 19 304 + 304 X 5 + -? 

& 

= 20 849, from which should be subtracted the moment of wheel 1 
about the right support. This moment of wheel 1 is 10 X 124 = 
1 240, and the moment about L c of all loads on the truss is 20 849 
- 1 240 = 19 609. The left reaction is: 

R\ = 19 609 - 120 = 163.4 
M 8 = 163.4 X 3 X 20 - (5 848 - 10 X 64) 
= 4 596 000 pound-feet. 

In the case of L 4 , the reactions and the moments for the two 
positions are: 

For wheel 12, Ri = 16364 -s- 120 = 136.4 

M< = 136.4 X 4 X 20 - 6 708 
= 4 204 000 pound-feet. 

For wheel 13, Ri = (16 364 + 5 X 284 + 5 " * 2 ) *- 120 = 148.4 
Af 4 = 148.4 X 4 X 20 - 7 668 
= 4 204 000 pound-feet, 

which shows that each wheel gives the same moment, and also that 
the moment is greater than that at L 2 , the corresponding point on the 
left-hand side of the center of the truss. As L 2 is the center of 
moments of UJJ 2 , then, if the center of moments for UJI 6 falls at 
LI (that is, if LJJ^ acts), the stress in UJJ b will be greater than the 
stress in UJJ 2 when wheel 6 is at L 2 . Of course, if the engine came 
on the truss from the left, UjU 2 would receive the same stress that 
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tate the remainder of the computa- 
tions. 

M l = 2 690 

M 2 = 4 100 

M, = 4 596 

M t = 4 204 

The chord stresses are now found 
to be: 



2 690 

25 
4 100 

25 

4 596 
"'25" 
4 204 

25 



+ 107.5 



= - 164.0 



= - 183.8 



= - 168.2 



L 2 L 3 = - 



= -(-164.0) = +164.0 
L S L, = - C/,t/ fi = - ( - 168.2) = +168.2 

When the load comes on from the 
left, the stresses in UJJ 2 and L Z L B 
will be -168.2 and +168.2 respec- 
tively, which are the maximum live- 
load stresses for these members. 

Instead of placing the values of 
the stresses on a truss outline, they 
are sometimes put in tabular form, 
as in Table VII. 

48. Impact Stresses. When an 
engine is at rest on a bridge, the 
stresses in the members are the 
same as those computed for that 
loading. When the loads move 
across the bridge at any speed, the 
vibrations and the shocks produced 
by the counterweights in the drivers 
and by other causes create stresses 
in the various members in excess 



mg to a certain extent, as causes other than the impact or pounding 
of the engine wheels help to produce the stresses referred to. 

It is a well-known fact capable of mathematical demonstration, 
that a load, if suddenly applied, will produce a stress equal to twice 
that which it will produce as a static load; also, that as the ratio of 
the weight of the load to the weight of the structure decreases, the 
vibrations produced by the impact will be less. These two facts are 
the basis of most of the empirical formulae for impact stresses; and 
empirical formulse are used to obtain these stresses, as the existing 
conditions and producing causes are not such as to make them sus- 
ceptible of mathematical treatment. The result of experiments 
on actual bridges under the effect of passing engines and trains, have 
been the basis of many formula 1 . One of these is: 

7 _ s ( 300 
~ ^L + 300 j ' 

where I = Impact stress in the member; 

S = Live-load stress in the member caused by the engine 

load when at rest; 
L = Length of that part of the bridge which is loaded when 

the stress S is produced; and 
300 = A constant value derived from experiments. 

This formula was proposed by C. C. Schneider in 1887, and is 
given in the "Transactions" of the American Society of Civil En- 
gineers, Vol. 34, page 331. While it does not take into considera- 
tion the relative weights of the bridge and the live-load loads, this 
formula does make allowance for the time it takes to produce the 
stress, by introducing L, the distance over which the engine passes 
before causing the stress S. It is seen that the smaller the distance L, 
the greater will be the impact stress for any given value of S. When 
L becomes exceedingly small, the effect would be that of a suddenly 
applied load, and the impact stress would equal the stress S. Table 

VIII gives the values of ^ ~, ~ "oriri ' which is called the impact co- 
LJ -p oUU 

efficient, for different values of L. Values not given may be inter- 
polated. 

For example, by consulting Fig. 92, which gives the position of 
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300 
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300 
L + 300 
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300 
L + 300 
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300 
L + 300 


L + 300 


5 
6 


0.984 
0.980 


31 


0.906 
. 904 


57 
58 


. 840 
0.838 


S3 

S4 


0.783 
0.781 


7 
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0.977 
0.974 


33 

34 


0.901 
0.898 


59 
GO 


. 830 
0.833 


86 


0.771) 
0.777 


9 
10 
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35 
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12 
13 
14 
15 
16 
17 
18 


0.962 
0.958 
0.955 
0.952 
0.949 
0.946 
0.943 


40 


0.882 


G5 
06 
67 
68 
G9 
70 


0.822 
. S20 
O.S17 
0.815 
0.813 
O.S11 


91 
92 

94 


0.707 
0.70f> 
. 7M 
0.701 
0.751) 
0.75S 


41 
42 
43 
44 


0.880 
0.877 
0.875 
0.872 


19 
20 


0.940 
0.937 


45 
46 
47 
48 
49 
50 


0.870 
0.867 
0.865 
0.862 
0.860 
0.857 


71 
72 
73 
74 
75 
76 


0.809 
0.806 
0.804 
0.802 
0.800 
0.798 
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US 
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100 
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0.754 
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length. From Table VII, it is seen that the stress in t/jL, produced 
by this loading is +118.G;and from Table VIII, lluMmpaet cocllicirnt 
for 93 feet is found to be 0.7G3. The impact stress is now computed: 

/ = 0:7G3 X 118.6 - +90.6. 
The maximum stress in UJj 2 is now : 

Dead-load = + 38.4 
Live-load = +11S.G 
Impact = -|- 90.6 

Maximum = +247.6 

Table IX gives the necessary information for computing the 
impact stresses, and also gives the impact stresses corresponding to 
the maximum live-load stresses in the members of the truss of Article 



Impact Stresses in a Pratt Truss 



MEMBER 


5 


L 


300 


7 


BJIMARKS 


L+ 300 


Lotfj | -172.2 


113 


0.727 


-125.2 


4 ft. of uniform load on truss 


U,L, 
U,L. 
U 3 L 3 


+ 65.6 
- 50.5 
- 25.1 


37 
68 
48 


O.S90 
O.S15 
O.S62 


+ 58.4 
- 41.3 
- 21.6 


See succeeding text. 
Same as for [7 2 L S 
Same as for U 3 L^ 


U,L 2 
U,L 3 
U,L, 


+ 118.6 
+ 64.7 
+ 32.0 


93 
68 
48 


0.763 
0.815 
O.S62 


+ 90.6 
+ 52.7 
+ 27.6 


Wheel 1G at L r 
Wheel 11 is 4ft. from L B 
Wheel 9 at L . 


U,U 2 
U 2 U 3 


-168.2 
-183.8 


114 
114 


0.724 
0.724 


-121.8 
-133.2 


j Wheel 13 at L 4 . 
| 5 ft. of uniform load on bridge. 
I 15 ft. of uniform load on bridge. 
\ Wheel 1 off bridge. 


L L 2 
L S L 3 


+ 107.5 
+ 168.2 


113 i 0.727 
114 0.724 

1 


+ 78.2 
+ 121.8 


Same loading as for J/,,C/i 
Same loading as for 7 3 [/ 3 



In the case of U : L V it should be noted that only the wheels 10 to 
16 inclusive cause the stress (see Fig. 94), and that the loaded 
length is the distance from wheel 10 to wheel 10. 

Some specifications do not call for impact stresses. The unit- 
stresses in these specifications are made low, and the sections designed 
are large enough to withstand the additional stresses due to impact. 
In cases where the impact stresses are required, they must be con- 
sidered in computing the maximum and minimum stresses. 

49. Snow=Load Stresses. In some localities the snowfall is 
considerable, and its weight should be taken into account in com- 
puting stresses. This should be done by considering it as an addi- 
tional dead load of 15 pounds per square foot of floor surface for every 
foot of snowfall. As it covers the entire floor surface, the stresses 
will be proportional to the dead-load stresses. Also it is evident that 
the snow load should not be taken into account in railroad bridges 
unless they have solid floors, as most of it falls through the open 
spaces between ties and stringers. 

As an example, let it be required to determine the snow-load 
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The snow panel load is: 

- (14 X 15 X 14 X 20) = 3 150 pounds. 

A 

In the above equation, 14 is the width of roadway; If) is the weight 
in pounds of one square foot of snow one foot deep; and 20 is the 
length of one panel. One-half of the weight of snow must, be taken, 
as half is carried by each truss. The snow-load stress is then : 



In like manner, all snow-load stresses can be computed. 

Most of the standard specifications which have been published 
do not specify snow loads; and in fact it is not customary to include 
the snow load in any designs except those for bridges in extreme 
northern latitudes. It is hardly probable that the greatest load will 
come upon a country bridge when it is covered with snow. Also, 
in cities, the sidewalks are cleaned of snow; and so is the roadway 
if the city is of large size. 

WIND=LOAD EFFECTS 

50. Top Lateral System Through-Bridges. The unit-loads for 
this system are given in Article 20. Common practice is to take 
150 pounds per linear foot of top chord, the end-post being con- 
sidered part of the top chord in this computation. 

In many of the longer-span modern bridges, the diagonals of 
this system are designed to take either tension or compression; but in 
the majority of the shorter spans, 200 feet and under, while generally 
consisting of angles or other stiff shapes, they are. designed to take 
tension only. The verticals or top lateral struts take compression. 
'This combination of tension diagonals and compression verticals 
makes the so-called Pratt system of webbing; and indeed the lateral 
systems, both top and bottom, are Pratt trusses in a horizontal posi- 
tion. Fig. 95 shows the side elevation of the truss of Article- 47, and 
also the top and bottom laterals. The diagonals shown in full 'lines 
act when the wind is right, and those shown bv dotted lines net 




\ 




when standing as above described. 

The wind load of 1 P pounds is di- 
vided between tlie two trusses, thus 
being exact enough for practical pur- 
poses; for, by actual experiment, the 
difference between the. readings of 
wind-pressure gauges placed at points 
opposite each other in the top chords 
of a through-bridge was only from S to 
10 percent. 

The problem, then, is one of a deck 
Pratt truss with a, dead panel load of 
150 X 20 ~ :>.0 divided between (he 
two chords. 'Fig. '.Mi shows the distri- 
bution of loads and the reaction, it 
being considered that, the portal brae- 
ings and the end-posts (sec Fig. '.)">) 
are. stilt enough to distribute the 
reaction equally between the bearing 
points I/,,, .L ', //, /;/. Rach panel 
load is indicated by an arrow, and 
is equal to o.O ~~ '2 I.. r >. The re- 
action at each of the points L,,, L,,', 
L,, and L,/ is 10 X l.. r > :- -I .'i.7". 
The truss being symmetrical, the 
stresses in like members on each side 
of the center will be the same. The 
shears in the to]) system arc: 

1\ =: -1-2 x :{.""> - -J x i."> -l -i.r> 
iv,i - -1-2 x -.75 :; - . i.r, ! ;;.o 
r, -- -1-12 x :5.7."> i . i.") ! i.;> 

and the. secant <.\ is (17' |- l!0" ')' : 1~ 
= 1.544. The stresses in tlu> diag- 
onals are: 
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The vertical U 2 U 2 3.0; and by passing a section b b around 
IT,', the stress in U a 'U 3 is found to be 1.5. 

In obtaining the chord stresses in this system, the reactions of 
the top lateral truss are at t// and U& as the portal and 
end-posts are not in the same plane as the lateral system. The tan- 
gent method is the simplest to use in this case. The tangent is 
20 -r- 17 = 1.176, and the stresses (see Fig. 95) are: 

V^U,' = - 4.5 X 1.176 = -5.29 
U a 'U a ' = -(4.5 + 1.5) X 1.176 = -7.06 
U,U, = 
U 2 U a = -Z7/Z7/ = +5.29 

Fig. 97 is a diagram with the stresses caused by wind right and 
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W.L.-5.59 W.L.-7.06 

Fig. 97. Wind Stress Diagram of Pratt Truss of Fig. 95. 

wind left indicated thereon. The stresses for wind left can easily 
be written by inspection. 

51. Bottom Lateral Bracing, Through=Bridges. Fig. 95 shows 
the lower lateral system with the panel points loaded with the fixed 
or dead wind load. In this case it is all taken as acting on one side, 
it being assumed that the floor system protects the leeward truss. 
The problem then becomes that of determining the stresses in a deck 
Pratt truss of 6 panels of 20 feet each, the height being 17 feet. When 
wind is right, the members shown by broken lines in Fig. 95 do not act. 

The fixed wind load (Article 26) is 150 pounds per linear foot of 



L 'L, = + 7.5 X 1.544 = +11.60 L,'L, = -7.5 
L/L, = +4.5 X 1.544 = + 6.95 L/L 2 = -4.5 
L/L 3 = +1.5 X 1.544 = + 2.32 L 3 'L 3 = -3.0 

The stress in L 3 'L 3 is determined by passing section c c and 
resolving the vertical forces at L 3 ' (see Fig. 95). 

By using the tangent method, the chord stresses are computed 
as follows: 

W = -7.5 X 1.176 = -8.82 

L/L,' = -(7.5 + 4.5) X 1.170 = -14.12 

L a 'L 3 ' = -(7.5 + 4.5 + 1.5) X 1.176 = -15.88 

L,L, = -W = -(-8.82) = +8.82 

L,L 3 = -W = -(-14.12) = +14.12 

The wind load acting on the train is 450 pounds per linear foot. 
It is evident that the train may cover the span either partially or 
entirely, and therefore its action on the lower lateral system is the 
same as if it were stressed by a live load of 450 pounds per linear foot 
of span. 

The live panel load is 450 X 20 = 9.0. The maximum live- 
load reaction is 5 X 9.0 -4- 2 = 22.5, and the positive live-load shears 
are: 

7, = +22.5 

V 2 = (1 + 2 + 3 + 4)^= +15.0 
F 3 = (i + 2 + 3)~ = +9.0 

It is unnecessary to go further than the center, as only the maximum 
stresses are required in the members. The web stresses are com- 
puted as given below : 

Lo'L, = +22.5 X 1.544 = +34,75 I//L, = -22.5 
1,/La = +15.0 X 1.544 = +23.15 L/L 2 = -15.0 
L 2 'L 3 = + .9.0 X 1.544 = +13.91 L 3 'L 3 = - 9.0 

The maximum chord stresses due to this load of 450 pounds per 

linear foot of train, occur when the train covers the entire span; and 

they are directly proportional to the stresses produced by the fixed 

load, in the same ratio as the live panel load is to the fixed panel load. 

Q 
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L/La' = -14.12 x 3 = 
-42.36 

L 2 'L 3 ' = - 15.88 X 3 = 
-47.64 

L,L 2 = + 8.82 X 3 = 
+ 26.40 

L 2 L 3 = +14.12 X 3 = 
+ 42.36 

Table X, Article 53, 
gives the stresses in the 
top and bottom lateral 
systems for wind right 
and wind left. 

52. Overturning Ef= 
feet of Wind on Truss. 
When the wind blows on 
the top chord, it tends to 
overturn the truss. As 
the truss is held down by 
its own weight, the action 
of the wind does not 
overturn it, but causes 
the dead-load reaction on 
the windward side to be 
less and that on the lee- 
ward side to increase by 
a like amount. The 

2/u; 

amount is V = -~- X 

- r , where 2w = the sum 
b 

of all the wind panel 
loads, h = the height of 
the truss, and & = the 
distance center to center 
of, trusses. The effect 
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ine stresses in me leeward truss will now be worked out. The 
stresses in the windward truss are the same, but with opposite signs. 

1 



The truss is that of Article 47. Here V = 



X = 11 000. 

17 



Fig. 99 shows the truss with the loads in the correct position, the 




Pig. 99. Truss under Wind Loads. 



reactions each being 11.00. V i = +11.00, and V z = +11.00 - 
11.00 = 0. The shears in the 2d, 3d, 4th, and 5th panels are also 
zero. As the shear in these panels is zero, the stress in the diagonals 
and vertical posts is zero X secant 4> = zero. The stress in the hip 
verticals U^L l and U^L^ is zero, as there are no loads at L 1 and L 5 . 
The stress in the end-post is -11.00 X 1.28 = -14.08. Taking 
the center of moments at U v the stress equation of L^L^ LJL^ is: 
-^2 X 25 + 11.00 X 20 = 0; whence L t i a = +8.8. The stress 
in all the lower chord members will be found to be + 8.8. By 
summing the horizontal forces at the section a a, noting that, as 
UjL 2 is zero, its component is also zero, there results: -}-L } L z + UjU 2 
= 0; whence UJJ 2 = -L t L 2 = - (+8.80) = -8.80. This is also 
the stress in all members of the top chord. 

It is now seen that the overturning effect of the wind on the 
truss causes stresses only in the end-posts and chords. The wind on 
the lower chord causes no overturning effect, as it is transferred 
directly to the abutments. 

53. Overturning Effect of Wind on Train. The wind blowing 
upon the train tends to-' overturn it, and in so doing the pressure on 
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Fig. 100. Illustrating Overturning Effect of 
Wind oil Train. 



, _ W X (8.5 + a) 

L _ _. ., 

where W = Panel load due to wind 

on train; 

8.5= A constant established 
by the Specifications 
(see Article 26, p. 15); 
a = Distance from top of 
rail to center line of 
lower chord. It may 
be taken as 3 feet in 
most casps, as this 
is approximately the 
usual depth. 

b = Distance center to cen- 
ter of trusses. 

For the case in hand, W = 20 
X 450 = 9 000. Therefore, 

T 9 000 X (8.5 + 3) . nnn , 

L = ^- = 6 090 pounds. 

The action of the wind in tending to overturn the train is the 
same as if the truss were under a live panel loading of L, the panel 
load L acting upward on the windward and downward on the leeward 
truss. 

The chord stresses due to this will be proportional to the dead- 
load stresses in the same ratio as this panel load L is to the dead panel 

6 090 
20000 

the chord stresses caused by the overturning effect of the wind on the 
train (see Table VII) are : 

U,U Z = -64.0 X 0.303 = -19.39 
U 2 U 3 = -72.0 X 0.303 = -21.82 
LO/J, = L,L 2 = +40.0 X 0.303 - +12.12 
L 2 L 3 = +64.0 X 0.303 = +19.39 

The stress in U^L^ is +6.09, the panel load at L r 
The maximum positive shears are: 

7, = ^(i + 2 + 3 + 4 + 5) = +15.22 



load. For the truss of Article 47, this ratio is 



0.303, and 



7 3 = 



6 
6.09 



(1 + 2 + 3) == +6.09 
(1 + 2) = +3.05 



and the maximum web stresses are found to be : 

L U, = -15.22 X 1.28 = -19.50 

J7,L a = +10.15 X 1.28 = +13.00 

U,L 3 = + 0.09 X 1.28 = + 7.80 

?7 3 L 4 = + 3.05 X 1.28 = + 3.91 

C/ 2 L 2 = -6.09 
U 3 L 3 = -3.05 

It is unnecessary to compute the shears further than one panel past 
the middle of the span, as only the maximum stresses are usually 
required. 

The wind stresses from various causes are grouped together and 
given in Table X. 

From Table X it is seen that large wind stresses occur in some 
of the members. Most specifications require that the stresses due to 
wind shall be neglected in the design unless they exceed 25 per. cent 
of the sum of the dead-load and live-load stresses. 

The subject of wind stresses docs not ordinarily receive the con- 
sideration it should have; in fact, it appears to be common practice, 
in the case of spans up to 200 feet, to neglect the action of the wind in 
all members of the bridge except the top and bottom lateral diagonals, 
the top struts, the portal, and the bending 
effect in the end-post. For the last two 
effects mentioned, see the next succeeding 
article. 

54. Portals and Sway Bracing. One- 
half of the wind on the top chord is trans- 
ferred to the hips U i f U 1 and Us'll*,. From 
there it is carried to the abutments by 
means of the portal bracing and the end- 
+ * " v posts. Various styles of portal bracing are 

Fig. 101. Style of Portal . , , M 111 

Bracing in Common use on in use, but few are so easily analyzed and 

Swans im to 250 Fent. _ ___. . 
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-19.50 
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+ 14.08 
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on Train 


+ 19.50 


-13.00 


-7.80 


-3.91 


-6.09 


+ 6.09 


+ 3.05 


Maximum 
















+ Stress 


+ 33 . 58 


+ 13.00 


+ 7.80 


+ 3.91 


+ 6.09 


+ 6.09 


+ 3.05 


Maximum 
















Stress 


-33.58 


-13.00 


-7.80 


-3.91 


-6.09 


-6.09 


-3.05 



CHORDS 



MEMBER 


L,,L l 


LiL, 


L,L, 


U,U 2 


U*U 3 


Direct 












Wind Right 





+ 8.82 


+ 14.12 





+ 5.29 







+ 26.46 


+ 42.36 






Wind Left 


- 8. 82 


-14.12 


-15.88 


- 5.29 


- 7.06 




-26.46 


-42.36 


-47.64 






Overturning Truss 












Wind Right 


+ 8.80 


+ 8.80 


+ 8.80 


- 8.80 


- 8.80 


Wind Left 


- 8.80 


- S.SO 


- 8.80 


+ 8.80 


+ 8.80 


Overturning Train 












Wind Right 


+ 12.12 


+ 12.12 


+ 19.39 


-19.39 


-21.82 


Wind Left 


-12.12 


-12.12 


-19.39 


+ 19.39 


+ 21.82 


Maximum Tensile 












Stress 


+ 20.92 


+ 56.20 


+ 84.67 


+22.9 


+23.56 


Maximum Compressive 












Stress 


-56.20 


-77.40 


-91.71 


-28.19 


-25.33 



LATERAL SYSTEMS 



MEMBER 


U t 'U 3 


U a 'U a 


U 3 'U. 


U 3 'U, 


L a 'L l 


L/L 2 


L,'L 3 


Wind Right 
















on Truss 


+ 6.95 


+ 2.32 


-3.0 


-1.5 


+ 11.60 


+ 6.95 


+ 2.32 


on Train 










+ 34.75 


+ 23.15 


+ 13.91 


Wind Left 
















on Truss 








-3.0 


-1.5 











on Train 



















Maximum 


+ 6 . 95 


+ 2.32 


-3.0 


-1.5 


+ 46.35 


+ 30.10 


+ 16.23 



The stresses in L^L,, L,'L,, and L a 'L 3 are not given in the above table. These 
members are the floor-beams,~and the small stress due to wind is neglected in their 
design. 
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of portal is at present being used almost universally on all spans up 

to 250 feet. .. 

Let it be required to analyze a portal of this form, all the dis- 

tances being as indicated in Fig. 101 ; and let : 

w = Wind panel load of UI>I>C.T clionl; 
m' = Number of panels in upper chord; 

Then, 

p = ( W i' - 1) w; 

and, 

) h\ 

N t All V. ' " 



V = * | (P + w) 

also, 

# t = // 2 - { (P + w) -I- w ( > '2. 

The stress in BC, the center of moments bring at I), is: 



The stress in AB, the center of moments being at K, is: 



For the stress in 5D, the center of moments is taken at. (, un> 
the perpendicular distance c to 7^/J is determined. The stress i 
.5D, then, is: 



The stress in BE is : 

Snr = II -' 

UliEi ** 1 

C 

It must be remembered that /^ is not the height, of the trus 
but is the length of the end-post from I/ to U r 

For the truss of Article 47, w = 1.5; m.' = 4; and I* -l.J 
The value h t = (20 2 + 25 2 )^ = 32.0 feet. The distance a must 1 
so chosen that BD will not interfere with engines or other trail' 
which passes through the bridge. It will be assumed as 5 feet i 



The distance BD - ^BC* + CD 2 = 



r5 2 + 



Then, from 
proportion : 



5.0 = 9.85. 
similar triangles DCB and DFC, is obtained the 



Cf_ 
CD 



BC. 
BD' 
5 X 8.5 
9.85 



= 4.3 feet; and 



= +3.75 X 



SBE = -3.75 X 



32.0 
4.3 

32.0 
4.3 



= +27.90 



27.90 



When the wind blows from the other side, the stresses in the 
diagonals are reversed, and those in the top are transposed. The 
members shown by broken lines take no stress. When the wind 
blows, the end-posts tend to bend as shown in Fig. 102. This is with- 





Fig. 102. Illustrating Tendency 
of End-Posts to Bend under 
Wind Load. 



Fig. 103. Bending Tendency 

when End-Posts are Fixed 

at Lower End. 



stood by the cross-section of the post at the points E and D. The 
bending moment caused at these points by the wind is H 1 X I and 
H 2 X I. For the truss under consideration, 

Mo = M E = 3.75 X 27 X 12 = 1 215 000 Ib.-ins. 

If the posts are fixed at the lower end, then they will tend to 
bend as shown in Fig. 103, the post resisting the bending at two 
points D and d. The section at each point withstands in this case 
only half of the moment just computed, or 1 215 000 -+ 2 = 607 500 



braces BD are called knee-braces. Here w is the, .wind panel load of 

the top chord, and 



;= -(wa -I- //,/) :- a 

.- _ (,n -L IT _(. ) 

~ i w r 11 .,- - j 



5nn -h 



Fig. 104. A Type of Bracing 
in Frequent, Use. 



c if 

Oji/ii' ~ V/, 

C 

The stress in />"/>' is the direct 
compression due to wind rijjht or 
left, and dilTers in accordance 
with the position of the (op strut. 
There is also a bending moment at />" and />', which is: 

AT,,, = M K = -V'tj -|- IlJi. 

The bending moment at D and /)' is etpial to //,/ or //.,/ -:- 2, 
according to whether or not the lower ends of the posts are fixed. 

The determination of the stresses for the truss of Arliele -17 is 
left to the student. 

When the wind is from the other side of the truss, the si^ns of 
the stresses in the knee-braces and the members <"7>" and ('}> arc 
reversed. 

55. Final Stresses. The class of stresses which #> to make 
up the maximum or minimum for which the member is designed, is 
determined by the specifications used. The dead-load and live-load 
stresses are always included, and then those due to impact and wind 
should be added if required. In computing U,,, maximum stresses, 
the algebraic sum should always be used. In a lar-e majority of 
cases, all stresses which go to make up the maximum have' the 



vertical of a Pratt or Howe truss. The minimum stresses are, with 
rare exceptions, obtained by combining stresses with signs of opposite 
character. 

GIRDER SPANS 

50. Moments and Shears in Floor=Beams. In any bridge the 
floor-beam acts as a support for either the joists or stringers, and the 
moments and shears occurring in it are due to the loads which come 
on the joists or stringers. In a highway bridge the joists are spaced 
so closely that the load which they transmit to the floor-beams may 
be considered as uniformly distributed, providing the live load is a 
uniform load, in which case, 

, , _ (2/ J L + Pp)X length of floor beam in inches 

8 

V = (2P L + Pn) - 2, 

where M = Maximum moment in pound-inches; 
V = Maximum shear; 
PL = Live panel load; 
P D = Weight of stringers and floor material in one panel. 

It will be seen that these formula 1 are those for the maximum 
moment and shear in a uniformly loaded beam, the total load being 
2P L + P D . 

As an example, let it be required to determine the maximum 
moment and shear in the floor-beam of a highway bridge whose panels 
are 20 feet long, and trusses 16 feet center to center, the live load 
being 100 pounds per square foot of floor surface, the flooring weighing 
10 pounds per square foot, and there being 5 lines of joists weighing 
15 pounds per linear foot, and 2 lines of joists weighing 8 pounds per 
linear foot. 

P L = L x 20 X 100 = 10 000 pounds. 

j 

PD = 5 X 20 X 15 + 2 X 20 X 8 + 16 X 20 X 10 = 5 020 pounds. 
Therefore, 

(2 X 16000 + 5020) 16 X 12 



M = 



8 
= 888 480 pound-inches at center of floor-beam. 



stringers upon which the weight of the track, the engine, and the 
train is supported. These join the floor-beam at points equally 
distant from the center of same. The weight of (lie lies, rails, and 
fastenings is usually taken at 400 pounds per linear fool, of one 
track. As regards the live load, the proposition reduces itself to 
placing the wheel loads so that the sum of the reactions of 
stringers in the adjacent panels will be a maximum on the iloor- 
beam under consideration. This is discussed in Article -17, page S7 
(see Fig. 94). 

In determining the values of the maximum moment and shear in 
the floor-beam, the case is that of a beam symmetrically loaded with 
two equal concentrated loads. Each load is equal to the dead weight 
of one stringer, one-half the track weight in one panel, and the maxi- 
mum sum total of the reactions due to the wheel loads on (he si ringers 

in adjacent; panels which meet at 
that; point. This latter quantity is 
called i\\v floor-brat)! rcdi'lloii. For 
a general arrangement of the loads, 
see Fig. K). r >. The distance it has 
become standard for single-track 
spans, and is (> feet. (I inches. 

Let it be required to determine 
the maximum shears and moments 
in the floor-beam of the truss of 
Article 47. 

The weight of the stringer may be obtained by the formula of 
Table II, and is : 

Stringer = 20 (123.5 + 10 X 20) -:- 2 --= :5 200 pounds. 
The weight of one-half of the ties, rails, etc., in one panel is : 

i Track = (400 X 20) ~ 2 = 4 000 pounds. 

The weight that comes from the engine, wheels is given in Article 
47, page 87 (see Fig. 94), and is 05.55. Each load is therefore the 
sum of all the above weights, as follows: 

3 200 + 4 000 + 65 550 = 72 750 
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Fig. 105. Arrangement of Loads for Cal- 
culating Moments and Shears 
in Floor-Beams. 



For any particular engine the floor-beam reactions for different 
length panels are easily tabulated for future reference. Table XI 
gives the floor-beam reactions for panel lengths from 10 to 24 feet 
inclusive. 

TABLE XI 

Floor=Beam Reactions 
E 40 Loading 



PANEL 
LBNOTH 


MAXIMUM 
FLOOH-BM. 
REACTION 


PANEL 

LENGTH 


MAXIMUM 
FLOOU-BM. 
REACTION 


PANEL 
LENGTH 


MAXIMUM 
FLOOR-BM. 
REACTION 


10 


41 000 


15 


55000 


20 


66.55 


11 


43 800 


16 


57000 


21 


67.95 


12 


44 400 


17 


59000 


22 


70.14 


13 


46 600 


18 


61 000 


23 


72.13 


14 


52 200 


19 


63000 


24 


73.96 



In many cases it is desirable to keep the dead-load shears and 
moments separate from those of the live load; and this can easily be 
clone. 

In neither of the above cases has the weight of the beam itself 
been taken into account. This 
should be done in the final design. 
The method of procedure is to 
compute the moment and shears 
as above; then make a provisional 
design of the beam. Next, com- 
pute the weight of the beam thus 
designed, and add the moments 
and shears caused by this weight 
to the other dead-load moments 
and shears; then re-design the beam 
and compute its weight. If this 

last weight varies 10 per cent from the previous weight, another re- 
design should be made. The above proceeding belongs to Bridge 
Design, Part II, and will there be treated. 

57. Moments in Plate=Girders. Plate girders are of two classes 




Fig. 106. Cross-Section of Deck Plate- 
Girder Railway Bridge. 



eacu cmier in nutjrvius 




or joists in exactly the same manner as in the floor system of a 
railroad or highway truss-bridge ; this latter type is called a through 
plate-girder bridge. Figs. 106 and 107 show cross-sections of deck 

and through plate- 
girder bridges re- 
spectively, for rail- 
way service. Fig. 
10S is a side view 
of a deck plate- 
girder bridge. Fig. 
109 is a longitudinal 
section of a through 
plate-girder rail- 
road bridge. The 
section is taken down the middle of the track. The bridge shown has 
5 panels. An odd number of panels should be chosen, as this does 
not bring a floor-beam at the center of the span, and hence the great 
moment which would then be caused is avoided. 

The analysis of the shears and moments of a through plate- 
girder is precisely the same as that for a truss bridge. The shear is 



Fig. ior. 




Cross-Section of Through Plate-Girder Railway 
Bridge. 
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Fig. 108. Side View of Deck Plate-Girder Railway Bridge. 

constant between any two panel points as 0-1 or 1-2, etc., and the 
moments are computed for the points 1, 2, 3 5 and 4. , 
If wheel loads are used for moments, the relation that K = 

Wn m 

imustbe+, and that k (L + P] must be, holds 

m 

true when the loads are in correct Dosition for maximum moments. 



nave me same value as men- 
tioned in Article 46. A careful 
review of Articles 44 and 46 
should enable the student to 
follow the example which will 
now be given. 

EXAMPLE. It is required 
to determine the moments at 
the points of floor-beam support 
for a 5-panel through plate- 
girder of 75-foot span. The 
live loading is Cooper's E 40. 

Dead-Load Moments. 
Through plate-girders, on ac- 
count of the heavy floor system 
and the fact that the floor sys- 
tem transfers its own weight 
and that of the live load to the 
girders as concentrated loads, 
are about 40 per cent heavier 
than deck plate-girder bridges 
of the same span. The weight 
of the entire span, therefore, is ; 

1.4 X 75 (123.5 -I- 10 X 75) = 
91 700 pounds. 

Part of this 91 700 pounds (the 
weight of the girders themselves) 
acts as a uniform load ; the re- 
mainder (the weight of the 
floor-beams and stringers) acts 
as concentrated loads at the 
points where the floor-beams 
join the web. Experience has 
shown that the weight of the 
floor for a single-track railroad 
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per linear foot. The weight of the stringers and floor-beams for 
this bridge is therefore 75 X 400 - 30 000 pounds, and 91 700 - 
30 000 = 61 700 pounds acts as a uniform load. This 61 700 pounds 
is distributed over two girders, and so gives 61 700 -r- (2X75) = say, 
412 pounds per linear foot of one girder. 

The dead load which is concentrated at each panel point is that 
due to the weight of the steel floor and the weight of ties, rails, and 
fastenings. It is, for one girder, 









a 
8 




Strength of Materials, and are found to be : 

M = M s - 0; 

M ! = M 4 = +4 390 000 pound-inches; 

Af 2 = Af s = +6 580 000 pound-inches. 

Live-Load Moments. The positions of the wheels for maximum 
moments are now determined (see Table XII). 

The computations for the reactions are best arranged in tabular 
form. Table XIII gives the values. 

TABLE XIII 
Reactions for a Through Plate-Girder 



M 

o 


WHEEL 

AT 

POINT 


EQUATION 


FOR BEACTION 


REAC- 
TION 


1 

1 
1 


3 
4 
5 


R = 
12 = 
12 = 


(6 70S H 
(7 668 H 
(8 728 H 


h 192 
h 212 
h 232 


X 
X 
X 


4) + 
4 - 
4 - 


75 
10 X 78) ~ 75 
10 X 83 - 20 X 75) -5- 75 


99.7 
103.2 
97. S 


4 


12 = 


(4 632 H 


- 152 


X 


7) + 


75 


76.0 


3 
3 


6 

7 


12 = 
R = 


(4 632 H 
(5 848 H 


- 152 
- 172 


X 
X 


6) -*- 
3) -5- 


75 
75 


73.9 
84.9 


4 
4 
4 


6 

7 
8 


R = 
R = 
12 = 


(2851 H 
(3 496 H 
(4 632 H 


h 129 
h 142 
- 152 


X 
X 
X 


4) -* 
4) -*- 

2) H- 


75 
75 
75 


44.9 
54.2 
65.4 



The live-load moments are computed as follows: 

fWheel 3, M = 99 .7 X 15 - 230 = 1 265 000 pound-feet. 
Wheel 4, M =103.2 X 15 - 20 X 5 - 20 X 10 - 1247000 
Point 1< pound-feet. 

Wheel 5, M = 97.8 X 15 - 20 X 5 - 20 X 10 = 1 167000 
[, pound-feet. 

Point 2 Wheel 4, M - 76.0 X 30 - 480 = 1 800 000 pound-feet. 

J Wheel 6, M = 73.9 X 45 - 1 640 - 1 785 000 pound-feet. 

JJ mt d | wheel ?j M = 84.9 x 45 - 2 155 = 1 665 000 pound-feet. 

(Wheel 6, M = 44.9 X 60 - 1 640 = 1 054 000 pound-feet. 

Point 4J Wheel 7, M = 54.2 X 60 - 2 155 = 1 097 000 pound-feet. 

{ Wheel 8, M = 65.4 X 60 - 2 851 = 1 073 000 pound-feet. 

The above values show that the greatest live-load moments are: 
M at Point 1, by wheel 3 = 1 265 000 pound-feet 



from the left. Inspection of the results obtained at points 3 and -1 
when the load comes on from the right, shows that they arc, con- 
siderably smaller than the results obtained at their symmetrical 
points 1 and 2, and therefore it was not necessary to determine the 
moments for any points to the right of the center. This is practically 
true of all girder spans, deck or through. 

The method of procedure when the girder is a deck plate-girder 
is the same as that just illustrated, except that in the compulation 
of the dead-load moments there is no concentration of certain por- 
tions of the dead load, the weight of the girders themselves being a 
uniform load, as is also the weight of the ties and rails or, if it be a 
highway bridge, the floor-joists which run transversely. Highway 
spans are seldom built of deck plate-girders, it being preferable to 
use the through girders, as then the girders themselves serve as :i rail- 
ing and keep the traffic confined to the roadway. The girder span is 
usually divided into ten equal divisions, the points of division being 
called the tenth-points. The shears and moments are computed for 
the center point and those points which lie to the. left of the center. 
After the values are computed, they arc laid off as ordinates, with the 
corresponding tenth-points as abscissa 1 . A curve is then drawn 
through their upper ends, and the curve of -maximum, shears or 
moments is the result. To get the maximum shear or moment at 
any point other than a tenth-point, the ordinate is scaled at the 
desired point. 

EXAMPLE. Let it be required to determine the maximum 
moments at the tenth-points of a 100-foot-span deck platc-ginlcr. 

Dead-Load Moments. The weight of steel in the span is 100 
(123.5 + 10 X 100) = 112 350 pounds, and the weight of the track 
is 400 X 100 = 40 000 pounds, making a total of 152350 pounds, 
or 152 350 ~ (2 X 100) = say, 702 pounds per linear foot per girder. 
The dead-load moments are now determined according to the methods 
of Strength of Materials, and are: 

M, = 342 900 pound-foot 
M 2 = 609 GOO pound-fed, 
= 800 100 pound-foot 
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positions is made by the use of the formulas A" = ( - L) and 

Wn . . m 

Jc (L -f- P) ; only, in this case, n is the number of divisions 

TI'L 

from the left support to the section, and m is the number of divisions 
into which the girder is divided. 

The determination of the wheel positions is given in Table XIV. 

TABLE XIV 
Wheel Positions, Moments in Deck Plate-Girder 
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REMA.BKS 


1 


2 


10 


258 X 0.1 - 25.8 


20 


30 


4. 





Maximum 


1 


3 


20 


261 X 0.1 = 2G.1 


20 


40 


+ 


_ 




1 


4 


20 


254 X 0.1 = 25.4 


20 


40 


+ 


_ 




1 


5 


20 


242 X . 1 = 24 . 2 


20 


40 


4- 







1 


6 


20 


240 X . 1 = 24 . 


13 


33 


+ 


_ 




1 


7 


13 


230 X 0.1 = 23.0 


13 


26 


+ 







2 


2 


10 


232 X 0.2 = 46.4 


20 


30 


4. 


4. 




2 


3 


30 


245 X 0.2 - 49.0 


20 


50 


4- 





Maximum 


2 


4 


50 


258 X 0.2 = 51.6 


20 


70 


4- 





" 


2 


5 


60 


261 X 0.2 - 52.2 


20 


80 










3 


3 


30 


232 X 0.3 == 69.0 


20 


50 


+ 


4. 




3 


4 


50 


232 X 0.3 = 69.6 


20 


70 


4- 





Maximum 


3 


5 


70 


245 X . 3 = 73 . 5 


20 


90 


+ 


_ 


" 


3 


6 


80 


261 X 0.3 - 78. 3 


13 


93 





_ 




4 


4 


50 


212 X 0.4 - 84. 8 


20 


70 


-f 


4, 




4 


5 


70 


232 X 0.4 = 92.8 


20 


90 


-f 


4_ 




4 


6 


90 


245 X 0.4 = 98.0 


13 


103 


-f 





Maximum 


4 


7 


103 


258 X 0.4 - 103.2 


13 


116 


+ 







4 


8 


106 


261 X 0.4 = 104.4 


13 


119 










5~ 


6 


DO 


232 X 0.5 = 116.0 


13 


103 


+ 


4- 




5 


7 


103 


232 x 0.5 = 116.0 


13 


116 


4- 





Maximum 


5 


8 


116 


245 X 0.5 = 122.5 


13 


'129 


+ 


_. 




5 


9 


129 


258 X 0.5 = 129.0 


13 


142 










6 


10 


132 


274 X 0.5 = 137.0 


10 


142 


4- 







5 


11 


102 


244 X 0.5 = 122.0 


20 


122 


4- 







5 


12 


102 


234 X 0.5 = 117.0 


20 


122 


4- 







5 


13 


102 


224 X 0.5 = 112.0 


20 


122 


4- 







5 


14 


122 


234 X 0.5 = 117.0 


20 


142 











Reactions for a Deck Plate-Girder 



POINT 


WHEEL AT 
POINT 


EQUATION FOR REACTION 


REACTION 


1 
1 
1 
1 


2 
3 
4 
5 


R = (12 041 + 5 X 258) - 100 
R = (12 599 + 4 X 261) - 100 
R = (11 984 + 4 X 254) - 100 
R = (11 334 + 4 X 234 + 2 X 4 a -=- 2) -s- 100 


133.31 
136.43 
130.00 
122.86 


2 
2 


3 

4 


72 = 12041 -=-100 
ft = (12 041 + 5 X 258) -f- 100 


120.41 
133.31 


3 
3 


4 
5 


5 = 10 816 -5- 100 
R = 12 041 -f- 100 


108.16 
120.41 


4 
4 
4 


5 
6 
7 


R = (8 728 + 4 X 232) - 100 
R = (10 816 + 4 X 245) - 100 
R = (12 041 + 4 X 258) - 100 


96.56 
117.96 
130.73 


6 
5 
5 
5 
5 
5 
5 


7 
8 
9 
10 
11 
12 
13 


R = (8 728 + SX 232) - 100 
R = 12041 -4-100 
R =(12041 + 5X 258) - 100 
ft =(13 904 4- 2X274) -100 
R = (11 334 + 5 X 234 + 2 X 5 s -*- 2) -f- 100 
R = (9 514 + 10X 214 + 2 X 10 2 ~ 2) - 100 
R = (7 794 + 15X 194 + 2 X 15 2 -*- 2) -*- 100 


105.84 
120.41 
133.31 
144.52 
125.29 
117.54 
109.29 



TABLE XVI 
Maximum Moments in a Deck Plate-Girder 



POINT 


WHEEL 

AT 

POINT 


EQUATION FOR MOMENT 


MOMENT IN 
POUND-FEET 


1 
1 
1 
1 


2 
3 
4 
5 


M 
M 
M 
M 


= 133.31 X 10 
= 136.43 X 10 
= 130.00 X 10 
= 122.86 X 10 


- 80 
- 5 X 20 
- 5 X 20 
- 5 X 20 


1 253 100 
1 264 000 
1 200 000 
1 128 000 


2 

2 


3 

4 


M 
M 


= 120.41 X 20 
= 133.31 X 20 


- 230 
- 480 


2 178 200 
2 186 200 


3 
3 


4 
5 


M 
M 


= 108.16 X 30 
= 120.41 X 30 


~ 480 
- 830 


2 764 800 
2 782 300 


4 
4 
4 


5 
6 
7 


M 
M 
M 


= 96.56 X 40 
= 117.96 X 40 
= 130.73 X 40 


- 830 
-1 640 

-2 155 


3 032 400 
3 078 400 
3 074 200 


5 
5 
5 
5 
5 


7 
8 
9 
10 
11 


M 

M 
M 
M 
M 


= 105.84 X 50 
= 120.41 X 50 
= 133.31 X 50 
= 144.52 X 50 
= 125.29 X 50 


- 2 155 
- 2851 
- 3496 
- 4072 
- 3068 


3 137 000 
3 169 500 
3 169 500 
3 154 000 
3 196 500 



the tenth-points, the final results being in pound-feet. 

Whenever any loads were off the left end of the bridge, the lines 
7 to 16 of the engine diagram were used (Fig. 85). For example, with, 
wheel 10 at 5, wheel 1 would be off the left end. By looking in the 
second space of line 8, there is found the quantity 13 904, which is 
the moment of wheels 2 to IS inclusive about a point directly 
under wheel 18. Just to the right of the vertical line through 
wheel 18, is the value 284, which is the weight of wheels 1 to IS in- 
clusive; but this must be decreased by 10, the weight of wheel 1, as 
that wheel is off the span. As wheel IS is 2 feet from the right end 
of the girder, the moment about the point is 13 904 -f 274 X 2. By 
looking in the second space of line 16, the value 4 072 is found. This 
is the value of the moment of loads 2 to 9 inclusive about a point 
directly under wheel 10, and must be subtracted from the moment 
of the reaction in order to get the moment at 5 for this loading. 
See Articles 21 and 47 for further information regarding the use of 
the values in lines 7 to 16 of the engine diagram. 

By the help of differential calculus it can be proved that the 
greatest possible moment docs not occur at the middle of a beam loaded 
either with concentrated loads or ivith concentrated loads followed by 
a uniform load, but it occurs under the load nearest the middle of the 
beam when the loads are so placed that the middle of the beam is half 
way between the center of gravity of all the loads and the nearest load. 

The wheel which produces this greatest moment is the same one 
which produces the maximum moment at the middle of the beam. 
The exact solution of this problem involves the use of quadratic 
equations, but for all practical purposes the following rule will 
suffice : 

Place the loading so that the wheel which produces the maximum 
moment at the middle of the beam is at that point. Find the distance of the 
center of gravity of all the loads from the right end. Move the loads so that 
the middle of the beam is half way between the center of gravity as found 
above and the load which produced the maximum moment at the middle 
of the beam. Find the moment under that load, with the loads in the position 
just mentioned. 

For the. case in hand, wheel 12 at 5 sives the maximum moment. 



me center of gravity is r- = ou.t reet irom me 

^OT: ' 

port, or 0.2 foot to the left of the center of the girder. Now place 
whee' 12 one-tenth of a foot to the right of the center, and deter- 
mine the moment under it. The reaction will be: 

R = (9 514 + 9.9 X 214 + 2 X 975 2 * 2) -f- 100 - 117.306; 
und, 

M = 117.306 X 50.1 - 2 658 = 3 219 030 pound-feet. 

In this particular case the difference between the greatest 
moment possible and the greatest moment at the middle is not 
sufficient to warrant the extra labor involved in computing it. In 
general it may be said that if Hie greatest moment possible occurs within 
six inches of the middle of the beam, it is not necessary to compute it, 
the moment at point 5 being taken. 

58. Shears in Plate=Qirders. In the case of through plate- 
girders, the maximum live-load shears are determined by placing the 

W . W 

wheels in such a position that Q = G is + , and a = 

f n i T>\ ' ' m m 

(G + P) is . 

In these equations, m is the number of panels into which the 
span is divided; and the other quantities are the same as given in 
Article 45, which should now be reviewed. 

For example, let it be required to determine the dead and live 
load shears in the through plate-girder of Article 57, p. 111. 

The weight of one girder = 61 700 s- 2 = 30 850 Ibs. 
" " " i the floor = 5 X 6 000 = 30 000 Ibs. 



Total weight on one girder = (10 SoO Ibs. 

The dead-load shears are then computed by the methods given in 
Strength of Materials, and are given as follows, it being remembered 
that the concentrated load which comes at the end is one-half a panel 
load, or 3 000 pounds: 

V = 60 850 ~ 2 = 30 425 Ibs. = end shear; 

7, = 30 425 - 3 000 - 3 , S5 = 21 255 Ibs.; 
u 

r, = 30 425 - 3 000 - 6 000 - 2 X 3 r 850 = 9 085 Ibs. 
,. , . . .. , . .30850 



where F = the shear at the end ; V l == the shear just to the left of 
point 1; V. 2 = the shear just to the left of point 2; F 3 = the shear 
just to the right of point 2 ; and V G = the shear at the middle of the 
girder. 

The determination of the wheel load position for maximum 
live-load shears is given in Table XVII. By comparing the formulee 
Q and K, it will be seen that for the first panel Q K, and q = k, 
as n = 1. The position of wheel loads for maximum moment? at 
point 1 is the same as for maximum shear in the first panel. Accord- 
ing to Table XII, wheels 3, 4, and 5 at point 1 all give maximum 
shears in the first panel. In this case, as in previous ones, only the 
shear for the first position of the loading found for any particular 
point will be determined, as the difference between this and the other 
cases is too small to warrant the additional labor necessary in com- 
puting them. It is evidently unnecessary to go past panel 3, as only 
the maximum shears are required. 

TABLE XVII 
Wheel Positions, Shears in a Through Plate-Girder 

(m = 5) 





WHEEL 




w 












POINT 


AT 


a 




P 


P+G 


Q 


q 


REMARKS 




POINT 




m 












1 
















See Table XII, arid 


















text above this table 


2 


2 


10 


142 -i- 5 = 28.4 


20 


30 


+ 





Maximum 


2 


8 


30 


152 -r- 5 = 30.4 


20 


50 


+ 





Maximum 


2 


4 


40 


152 -r- 5 = 30.4 


20 


60 










3 


2 


10 


116 + 5 = 23.2 


20 


30 


+ 





Maximum 


3 


3 


30 


116 * 5 = 23.2 


20 


50 











For wheel 3 at point 1, the left reaction (see Table XIII) is 99.7. 
That portion of wheels 1 and 2 which is transferred to point is 
230 -i- 15 = 15.33; and the shear in the first panel, therefore, is: 

V l = 99.70 - 15.33 = +84.37. 
For wheel 2 at point 2, the left reaction is : 



IK CC 1f\. 
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A computation with wheel 3 at point 2 will give a shear only 560 
pounds greater, which difference would not influence the design to 
any appreciable extent. 

For wheel 2 at point 3, the left reaction is : 

72 = (2 155 + 116 X 1) -f- 75 = 30.30; 
therefore, 



V 3 = 30.3 - 



on 



= +24.97. 



When the girder is a deck one, the computation of the dead 
shears is very much simplified, as all of the load is uniform. 




Fig. 110. Beam under Wheel Loads Followed by Uniform Load. 

Let it be required to determine the dead and live load shears 
at the tenth-points of the deck plate-girder of Article 57. 
The total weight of one girder and track is 76 175 Ibs. 
V = 76 175 -r- 2 = +38 OSS pounds. 
7, = 38 OSS - 7 -^~ = +30 470 pounds. 

2 
7 2 = 38 088 - X 76 175 = +22 850 pounds. 

V s = 38 088 - - X 76 175 = +15 230 pounds. 



V. = 3S nss _ 



v/ 7fi 17K ^ J- 7 R1R nnnr,r1 
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The correct relation for the wheel load position will now be 
deduced. 

Let Fig. 110 represent a beam of span I loaded with a series of 
wheel loads followed by a uniform load. Let P equal the weight of 
the first wheel, W equal the weight of all the loads, and g the distance 
from the center of gravity of all of the loads to the right abutment. 
The distance between the first and second wheel centers is a, and the 
first wheel is at the section b - b at a distance x t from the left support. 
Then, 

and 

F'b_b = -ft/ (loads to left of section) = -. 

Now, assume that the loads move forward the distance a. The 
wheel 2 will be at section b-b, and Fig. Ill will represent the 
position of the loads. Then, 

It " = w Cg + g ) ; 

and 

F" b _b = R," - P 
_W(g + a) 

I ~ * 
_ Wg Wa 
~ I + I 

It is now evident that in order to get the greatest shear at section 
b-b, wheel 2 must be placed at the section whenever F" b _bis 
greater than F'b b- Then, 

Y" b _b > V'b-i,; 
Wg Wa __ p Wg 

Wq 
Now, canceling out the term ~-~-,which appears on both sides of the 

6 

equation, there results: 



times the span, then wheel 2 should be placed at the section in order 
to give the maximum shear. 

For loading E 40, the following is true : 

For all sections up to and including the center of all spans, place 
wheel 2 at the section to give the maximum shear. 

In Fig. Ill it is immaterial whether or not any additional loads 
come on the span at the right end when the loads move forward the 




Fig. 111. Beam, of Fig. 110 with Loads Moved Forward. 

distance a, as they would only tend to increase the left reaction and 
therefore the shear F" b _ ^ . If the relation deduced is true for the 
case when no extra loads come on at the right end, it will be true 
when they do. 

The live-load shears at the left end and at the tenth-points, 
wheel 2 being at the section in all cases, are computed from the gen- 
eral formula, which is : 

V = R - 2 P, 
in which, 

R = Left reaction; 

2 P = All loads to left of section, and is equal to 10 000 pounds for 
all sections except the end of the girder. 

The computations and results can be conveniently placed in 
tabular form, and are given in Table XVIII. 

In order to illustrate the use of the relation W> 1 -I, let point 

3 in the above span be taken. Place wheel 2 at point 3; then, as 
wheels 1 to 13 are on the girder, the total weight W is 212. As I = 



o 


RB ACTION EQUATION 


R 


i, 


V 


REMARKS 





(13 004 + 4X274) H- 100 


150.00 





150.00 


Wheel 18, 4 ft. from rt. end 


1 


(12041 + 5X258K100 


133.31 


10 


123.31 


Wheel 16, 5 ft. from rt. end 


2 


10 816 -f- 100 


108.16 


10 


98.16 


Wheel 15 at right end 


3 


( 7 668 + 4X212) -=-100 


85.16 


10 


75.16 


Wheel 13, 4 ft. from rt. end 


4 


( 5 848 + 4 X 172) -f- 100 


65.36 


10 


55.36 


Wheel 11, 4 ft. from rt. end 


5 


( 4 632 + 2X152) -100 


49.36 


10 


39 . 36 


Wheel 10, 2 ft. from rt. end 













Ibs 



<*r 



$ 



Ibs. 



3<r> 



The curves of maximum live-load moments and shears are shown 
in Fig. 112. They should always be drawn. From them the shear 
or moment at any desired section 
can be determined. For exam- 
ple, let it be desired to determine 
the maximum live-load shear and 
moment at a point 24 feet from 
the left end of the girder. By 
drawing the ordinate, shown by 
a broken line in Fig. 112, and 
scaling, the following values-are 
found : 

1",., = 88 000 pounds; 

MM = 2 440 000 pound-feet. 

A similar set of curves for 
the dead-load shears and moments 
should be made. The set for the 
deck plate-girder in hand is shown 
in Fig. 113. These are easily 
constructed by laying off the max- 
imum values of the shear at the 
end, and the maximum value of 
the moment at the center. The 
shear curve is a straight line from the end to the center, while the 
moment curve is a parabola from the center to the end. 

The stresses in the lateral systems of plate-girders are computed 

in n mnmiPT flip s;imp n; tVm.t prrmlnvprl fnv tlio latmval ovc+nmc /-vf 



ad 



eet 



\ 



Fi". 112. 



Curves of Maximum Live-Load 
Moments and Shears. 



are treated m tne instruction raper on oteei ^.Construction, ran JUL, 
pages 135 to 158, and the student is referred to this treatise for infor- 
mation regarding this subject. 

The stress in the flange is seen to depend upon the distance from 
center of gravity to center of gravity. This distance, in turn, depends 




5 5ection 
5lo" Feet 



For Shears j___^>nWH ;>..< Pounds 

Fig. 113. Curves of Daad-Load Shears and Moments in a 100-Foot Span Deck Plate-Girder. 

upon the depth of the girder. Certain approximate rules have been 
proposed in order to determine this, but the following formula will 
give the width of the web plate in accordance with best modern 
practice : 



I 



in which 



. 005 I + . 543 ' 

d = Width of the web plate, in the even inch; 
I = Span, in feet. 



For example, let it be required to determine the width of the 
web plate of a plate-girder of St)-foot span center to center of end 



bearings. 



SO 



= 80 

0.005 X 80 + 0.543 0.94 



= 85.2 (say 86) inches. 



If the resultant value had been 85 inches, the width would have been 
taken as either 84 or 86. The reason for this is that the wide plates 
kept in stock at the mills are usually the even inch in width and can 
therefore be procured more cmicklv than if odd -inch widths were 



e su-caiiea avpiu 01 giraer, is one-nan 
inch more than the width of the web. This is due to the fact that 
each pair of flange angles extend one-fourth inch beyond the edge of 
the web plate, so as to keep any small irregularities caused on the 
edge of the web plate by the rolling, from extending beyond the backs 
of the angle;]. 

EXERCISES AND PROBLEMS 

1. Determine the maximum positive shears in the first six panels of 
a 9-panel 114-foot Pratt truss ; the live panel load being 8.0. Use the exact 
and also the conventional method. 

ANSWER: 





X 


EXACT SHEARS 


CONVENTIONAL SHEARS 


v, 


w 


+ 32 . 00 


+ 32.00 


V 2 


14 


+ 24.54 


+ 24.90 


v, 


12 


+ 18.05 


+ 18.70 


V 4 


10 


+ 12.48 


+ 13.35 


V, 


8 


+ 7.85 


+ 8.90 


v. 


6 


+ 4.50 


+ 5.34 



2. Find the maximum and minimum stresses in L^U \ and U 3 L 3 of an 
8-panel 160-foot through Warren truss. Height 20 ft.; dead panel load 10.00, 
all on lower chord; live panel load 12.00. 

ANSWER: In LJJ,: d. I., -28.00; 1.1., - 35. 30 and +1.68; 
max., -63.30;min., -26.32. In U 3 L S : d. 1., +16.80;U.,+25.20 
and -5. 04; max., +42.00;min., + 11.76. 

3. In the truss of Problem 2, determine the maximum stress in L 2 L 3 
by the method of moments, and also by the tangent method. 

ANSWER: d. 1. = +67.50; 1.1. = +81.00; max. = +148.50. 

4. Determine the dead-load stresses in the members U. 2 L 2 and LJ7 S 
of a 9-panel 180-foot through Warren truss. Height is 24 feet; dead panel 
load is 10.0, one-third being at each panel point of the upper chord, and two- 
thirds being at each panel point of the lower chord. 

ANSWER: U 2 L 2 = +30.60; LJJ. = -1.80. 

5. Determine the stress in the counter of a through Howe truss of 8 
panels and 160-foot span. Height is 30 ft.; dead panel load, 9.6; live panel 
load, 11.5. 



cl. 1. 


+ 20.80 


- 1 7 . 30 


- 5.7G 


1.1. 


+ 30.30 


-25.90 


-17.30 


1.1. 


-1.44 


+ 5.18 


0.00 


Max. 


+51.10 


-43.20 


-23.06 


Min. 


+ i<).36 


-,21.20 


0.00 



Q 0\. 10'= QO' 




L, 



Fig. 114. Deck Parabolic Bowstring Truss. 



7. In the deck parabolic bowstring truss of Fig. 114, determine the 
maximum stress in L : L 2 , L^U V and U.^L. A . The dead panel load is 4.0, all 
on upper chord; and the live panel load, 20.0. 

ANSWER: L,L 2 = +201.9; LJJ 2 = +21 .8; U 3 L 3 = 33.6. 




J?ig. 115. Through Bowstring Truss. 

8. In the through bowstring truss of Fig. 115, determine the maximum 
stress in U t L 2 and LJJ V the dead panel load being 5.0, and the live panel 
load 15.0. 

ANSWER : U,L 2 = + 33 . 50 ; LJJ 2 = + 38 . 0. 



UJji, (/,L 2 , U 2 L 2 , and U S L 3 of a 7-panel 175-foot through Pratt truss 30 feet 
high. Dead panel load is 10.0, all on lower chord; live panel load is 15.0. 

ANSWER: 





* A 


V A 


V,L, 


w. 


d.l. 


+ 10.0 


+ 26.00 


-10.00 


0.00 


1.1. 


+ 15.0 


+ 41.70 


-21.40 


-12.85 


1.1. 


0.0 


- 2.78 


+ 6.42 


0.00 


Max. 


+ 25.0 


+ 67.70 


-31.40 


-12.85 


Min. 


+ 10.0 


+ 23.22 


- 3.58 


0.00 



10. Determine the maximum and minimum stresses in the members 
U^m 2 , m 3 L 3 , U 2 L 2 , and m 2 U 2 of the deck Baltimore truss shown in Fig. 116. 
Dead panel load, 30 000 Ibs.; live panel load, 50 000 Ibs. One-third of dead 
panel load is applied at the lower ends of all the verticals. 

ANSWER: 



* 


<*.. 


-A 


V, 


,,v. 


d.l. 


+ 190.8 


+ 84. S 


-110.0 


+ 21.2 


1.1. 


+ 333.5 


+ 191.5 


-211.0 


+ 35.4 


1. 1. 


- 15.1 


- 50.5 


+ 10.7 


0.0 


Max . 


+ 524.3 


+ 276.3 


-321.0 


+ 56.6 


Min. 


+ 175.7 


+ 34.3 


- 99.3 


+ 21.2 



11. In the truss of Problem 10, determine the maximum stress in 
and Z/,L,. 



34 

ANSWER: 



= -840.0; L 3 L 4 = +960.0. 



12. Determine the position of the wheel loads of Cooper's E40 loading 
to produce the maximum positive live-load shears in the panels of a 7-panel 
175-foot Pratt truss. 

ANSWER: L v wheel 4; L 2 , wheels 3 and 4; L s , wheel 3 ; L 4 , wheel 
3 ; L 5 , wheel 2 ; L Q , wheel 2. 

13. Determine the maximum positive live-load shears for the truss 
of Problem 12. 









_J 



imum moments afc the panel points of Mu; (runs 
of Problem 12. 

ANSWER: L v wheel 4; L 3 , wheel 7; 
L s , wheels 11 and 12; L 4 , wheels l.'i and 
14. 

15. Determine the maximum moments at 
the panel points of the trunn of Problem 12. 
Loading, Cooper's K 40. 

ANSWER: M v - 4S20000; M, - 
7745000; M a = 9192000; M] - 
9 082 000, all in pound-feet. 

10. Compute the maximum live-load web 
stresses in the truss of Problem 12, the height, 
being 32 feet. Loading, K. 40. 

17. Compute the maximum live-load e.hord 
stresses in the trunn of Problem 12, the height 
being 32 feet. Loading, 10 '10. 

18. Compute the impaet HtreHKeH for all 
members of the truss of Problem 12. 

19. Determine the maximum live-load 
shears at the tenth-points of a (ifi-fool. spun 
deck plate-girder. Loading, K 40. 

ANSWER: F () = 103.0; l\ -SO; T 2 
= 69.7; F 3 = 54.5; T'> : 40. S; V ( - 
28.4. 

20. Compute the shear due to impact in 
the girder of Problem 19. 

ANSWER: F (1 = 84.7; V l - 71 .5; F 2 
= 58.8; F 3 = 47.0; 7 4 = 35.0; F r = 
25.4. 

21. Compute the maximum live-load 
moments at the tenth-points of the girder of 



POINT 


WHEEL 


MOMENT 


IMPACT MOMENT 


1 


2 


6540 


5520 


2 


2 


11 320 


9520 


3 


3 


14860 


12500 


4 


4 


16 850 


14050 


5 


4 


16 860 


14530 


1 . 45' from center 


4 


16 920 


14650 



All moments are in thousands of poiind-inches. 



BRIDGE ENGINEERING 

PART II 



BRIDGE DESIGN 

60. General Economic Considerations. The prime considera- 
tion which influences the decision to build is cost. After the decision 
to build 'has been made, the problem is one of a purely engineering 
character, whereas in the first case it was one of either a political or 
an engineering character, or both. The engineering problem is an 
economic one, in which maximum benefits must be obtained at a 
minimum cost. 

A map of the proposed bridge site and the approaches, as well 
as of the country for a considerable distance up and down stream, 
should be made. This map should show the contours, the soundings, 
the borings, the high and low water-mark elevations, and the excep- 
tional flood line. On this map the bridge should be plotted in its 
proposed location and also in various others. In the case of each of 
these locations, various schemes taking into account different numbers 
of piers and spans should be considered. 

Several authors have attempted to present formulae having a 
more or less theoretical derivation and purporting to indicate the 
correct number of piers and spans for a minimum cost. The use of 
these formulae should not be encouraged, since they do not in any case 
give results close enough to serve for anything but a rough guide. 

The cost of abutments will vary somewhat with the location and 
the character of the approach. This variation is usually small, and 
ordinarily an approximate location of the abutments can be quickly 
made. As the number of abutments is in all cases constant, their 
effect upon the problem of the location of the bridge is small, the main 
proposition being that of the cost and the number of piers and spans. 

The cost of the piers will usually not be constant, those closer to 



in the maximum line of action of the current. If a skew is unavoid- 
able, it should be as small as possible. The cost of piers should be 
ascertained by the most careful estimates. In the case of small 
bridges where there are only one or two piers, the matter is very simple, 
but with a considerable number, of piers the problem becomes very 
complicated and requires weeks and sometimes months or years for 
its solution. 

The determination of the cost of the superstructure is a com- 
paratively simple matter. In certain instances the class of bridge is 
limited to some extent by the specifications. Cooper, in Article 2 of 
his "Specifications for Steel Railroad Bridges and Viaducts" (edition 
of 1906), gives the following: 

Types of Bridges for Various Spans 



SPANS 



Up to 20 feet 

20 to 75 " 

75 to 120 " 

120 to 150 " 

Over 150 " 



KIND OF BRIDGE 



Rolled beams 
Riveted plate-girders 
Riveted plate- or lattice-girders 
Lattice or pin-connected trusses 
Pin-connected trusses 



One railroad expresses a preference for plate-girders for all spans 
from 20 to 115 feet; and for spans from there to 150 feet, riveted 
trusses. 

The question as to whether the bridge will be deck or through 
is one which is decided by the controlling influences of water-way, 
false work, time of erection, and extra cost of masonry. If the clear 
height required for the water-way is sufficiently small, the deck 
bridge should be chosen, as in this class the cost of false work is less, 
the time of erection is less, and the cost of masonry is less by an amount 
equal to the cross-section of the piers times the depth of the truss. 
Deck bridges also cost less than through bridges of equal span. 

The conditions permitting, girders should be used in preference 
to trusses. While for equal spans girders are heavier and therefore 



those in which trusses are used. Another item in favor of girders is 
their great stiffness. 

While pin-connected bridges cost, less and are easier to erect, 
their stiffness is not so great as that of riveted bridges, which cost 
more. The time required for the erection of riveted bridges is also 
greater than that for pin-connected bridges. This is on account of 
the great amount of time required to make the riveted connections. 
For long spans, say over 200 feet, it is necessary to use pin-connected 
bridges, as the extreme size of the connection plates prohibits the use 
of the riveted type. Also, it is unnecessary to use riveted long-span 
trusses to obtain stiffness, as the weight of the pin-connected bridges 
is so great when compared with the live load that sufficient stiffness 
is obtained. 

The cost of spans of different lengths and character may be 
obtained directly from the bridge companies; or their weights may 
be computed from the formulae given in Article 20, p. 9 (Part I, 
"Bridge Analysis"), and multiplied by the unit price which your 
experience indicates is correct, thus giving the total cost. 

Evidently the solution of problems of this nature cannot be 
made within the limits of this text, but the following example will 
tend to indicate somewhat the manner of procedure in a problem of 
this kind. For example, if the length between abutments is 1 400 ft., 
the cost of each abutment is $12 000, and the cost of each pier is 
$15 000, then, if we have fourteen 100-foot plate-girder spans, each 
costing $4 300, and thirteen piers, the total cost will be $279 200. On 
the other hand, if nine piers and ten 140-foot truss spans, each cost- 
ing $9 200, are used, the cost will be $251 000, showing a balance of 
$28 200 in favor of the truss scheme. The live loading is E 50. 

61. Economic Proportions. The depth of girders is given in 
Article 59, Part I. 

In the case of trusses, the effect of an increase in the height 
is to increase the stresses in the web members and to decrease the 
stresses in the chord members. This variation does not affect the 
weights to any considerable extent; in fact, a variation of 20 per cent 
in the height will not affect the weight more than 2 or 3 per cent. 
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iStoEs leet. 



Doable Track 
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pressure on the truss or on the traffic. In addition, the height of the 
bridge is influenced by the depth of the portal bracing. A deep 
portal bracing is desirable, in that it stiffens the trusses under the 
action of the wind and the vibration due to the passing traffic; but 
a deep portal bracing increases the height of the truss and therefore 

the bending in the 
end-posts due to 
the wind. Judg- 
ment on the part 
of the engineer 
should be used in 
order to determine 
the limiting height 
for securing amax- 
imum amount of 
benefit as regards 
stiffness and a 
minimum amount 
of bad effect due 
to the bending in 
the end-posts. Fig. 
117, which gives 
the height for any 
given length of 
span, may be said 
to represent the best modern practice (1908). Variations of a foot 
or more from those given do not affect the weight to any appreciable 
extent. 

The distance from center to center of trusses for highway 
bridges depends upon the width of the street or, if in the country, 
the width of the roadway. Streets, of course, vary in width in differ- 
ent localities, but country highway bridges usually have a roadway of 
from 14 to 16 feet in the clear. 

In the case of railroad bridges, the distance from center to center 
rif trnssps rlenends imon whether the track is straight or on a 



Single Track 



tSpan in feet 




200 



Fig. 117. Curves Showing Relation, between Height of Trusses 

and Length of Span in Double- and Single-Track 

Kaihvay Bridges. 



aciuai amount vanes m mosi cases, ana is nxea uy specmcation. 
Some specifications require that when the track is straight, the dis- 
tance from center to center of trusses shall be 17 feet; or that, in case 
one-twentieth of the span exceeds the 17 feet, then one-twentieth of 
the span shall be used. 

For deck plate-girders the common practice appears to be to 
space them as given below : 

Width of Plate=Qirder Bridges for Various Spans 



SPANS 


DISTANCE CENTER TO CENTER OP 
PLATE-GIRD ERS 


Up to 65 feet 


6 feet 6 inches 


65 to 80 " 


7 feet inches 


SO to 115 " 


7 feet 6 inches 



For through plate-girders the spacing should be such that no 
part of the clearance diagram will touch any part of the girder. In 
case of double-track plate-girders with one center girder, great care 
should be exercised in order that the center girder shall not be so deep 
nor have so wide a flange as to interfere with the clearance diagram 
(see Fig. 126). 

On account of the wind on a train which runs on track placed 
at the elevation of the top chord of deck bridges, the overturning 
effect is exceedingly great, and special care should be taken that the 
height and width are such as to prevent overturning. 

In through bridges the clearance must be such as to allow the 
clearance diagram to pass. Special attention should be paid to the 
knee-braces and also to the portal braces. When the bridge is on a 
tangent, the spacing of the trusses is a comparatively simple matter, 
being just sufficient for the clearance diagram; but on curves, allow- 
ance must be made for the tilt of the diagram due to the super- 
elevation of the outer rail, and also allowance must be made for the 
fact that the length of the cars between trucks forms a chord to the 
curve, and as such the middle ordinance must be taken into account. 
It is also necessary to allow for that part of the car which projects 



The clearance diagram is not 
supposed to represent the outline 
of the largest engine or car which 
may run over the line, but repre- 
sents the maximum amount of 
space which may be taken up by 
objects which are to be shipped 
oVer the line. For instance, the 
lower part of the clearance dia- 
gram may allow for snow-plow 
or ballast distributors, and the 
upper part may take into account 
the passage of such material as 
carloads of lumber, piles, or tele- 
graph poles. The standard clear- 
ance diagram of the Lehigh 
Valley Railroad is given in Fig. 
118. This diagram is for the 

clearance Oil Straight track only. Fig. 119. Clearance Diagram on Curves, 
r\ j.1 T .-1, Shoving Tilting. 

On curves, the diagram tilts as 

shown in Fig. 119, and to allow for this tilting the Lehigh Valley 
Railroad requires 2-jV inches additional clearance on the inside of 
curves for each inch of elevation of the outer rail. In addition to this 
tilting effect, the clearance should also be increased on account of the 





Fig. 120. Standard Car on Curve, Showing Necessity for Wider Spacing of Trusses. 

length of the cars and their projection over the outer and inner rails. 
Fig. 120 shows a standard car according to the specifications of the 
American Railwnv TCnfnnpprimJ 1 & "Main ten n.nrp of Wnv 



wide as the clearance diagram, 14 feet for single track. It is evident 
that the trusses cannot be spaced so as to interfere with the clear- 
ance line of the body of the car and its projecting ends. These 
clearance lines are represented as broken lines in Fig. 120, and are 
marked c-c. Note that the center of the track is seldom in the center 
of the floor-beam. Also, it is evident that the sharper the curve, 
the greater the required distance between trusses, and accordingly 
the greater the floor-beams in length. This varies the moment in the 
different floor-beams and therefore makes them more costly. The 
stringers, also, are more costly, on account of the fact that their ends 
are skewed. On account of the eccentricity of the track, one truss 
takes more of the load than the other, and therefore the trusses are 
not the same a fact which further increases the cost. 

From the above it is seen that almost all conditions incident to 
the building of a bridge on a curve tend to increase the cost; and 
hence a fundamental principle of bridge engineering : Avoid build- 
ing bridges on curves. 

63. Weights and Loadings. For the weight of steel in any 
particular span, and for the loading required for any particular class 
of bridge, see Articles 20 to 23, Part I. The weight of the ties and 
the rails and their fastenings is usually set by the specifications at 
400 pounds per linear foot of track. For highway bridges the weight 
of the wooden floor is usually taken at 4-^ pounds per square foot of 
roadway for every inch in thickness of floor. 

Highway bridges are divided into different classes according to 
their loadings (see Cooper's Specifications). The decision as to the 
class to be employed depends somewhat upon the distance to the 
nearest bridge across the same stream. In case the nearest bridge 
is only a few miles away and is of heavy construction, it is not actually 
necessary to construct a heavy bridge at the proposed site, the heavier 
traffic being required to pass over the other bridge. In case a heavy 
bridge is not in the neighborhood, then one should be constructed at 
the proposed site. If the proposed site is on a road connecting adja- 
cent towns of large size, then a heavy bridge should be constructed 
and provision made for future interurban traffic, even if none is at 
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In the case of railroad bridges, new ones are nearly always con- 
structed to carry the heaviest main line engines. These are usually 
of a class corresponding to Cooper's E 40 or E 50. In some localities 
branch-line bridges are built for the same live loadings; but in the 
majority of cases the branch-line bridges consist of the old bridges 
from the main line. 

64. Specifications. For any particular bridge the specifica- 
tions are either written by the engineer in charge, or some of the very 
excellent general specifications which are on the market in printed 
form are used. Some railroads use these general specifications 
with the addition of certain clauses which are desired by the chief 
or bridge engineer. The principal differences in these general 
specifications are in regard to the allowance for impact. 

Whenever highway design is mentioned in this text, it is to be in 
accordance with Cooper's Highway Specifications (edition of 1909). 
Wherever plate-girder design is given, it is in accordance with Cooper's 
Railway Specifications (edition of 1906) ; and wherever truss design 
is given, it is in accordance with the general specifications of the 
American Railway Engineering & Maintenance of Way Association 
(fourth edition, 1910). 

65. Stress Sheet. Before the sections are designed, the com- 
puter makes a skeleton outline of the truss, and on this places the 
dead-load and live-load stresses, and, in case the wind should be 
considered, the wind-load stresses. This is sent to the designer. The 
designer determines the various sections, and also the moments and 
shears in the stringers and floor-beams. These are placed on a sheet 
usually 17 by 23 inches. This is called a stress sheet. This sheet is 
now given to the draftsman, who makes a shop drawing. The stress 
sheets for railroad bridges are usually more elaborate than those for 
highway bridges. Plate I is the stress sheet of a highway bridge; 
and Plate II (Article 78) and Plate III (Article 93) are examples of 
the best modern practice in the making of plate-girder and truss- 



Safe Spans for I Beams 

(Based on unit-stress of 10 000 Ibs. per square inch in extreme fibre) 



ft, 3 

O -f. 

u H 

Nffl 
CQi 1 


WEIGHT 
PER FOOT 
(Lbs.) 


MOMENT 

OF 

INERTIA 
1 I-Beam 


ENGINE CLASS E 40 


ENGINE CLASS E 50 


Safe span to C of Bearings 


Safe span C to C of Bearings 


1 Beam 
per rail 


2 Beams 
per rail 


3 Beams 
per rail 


1 Beam 
per rail 


2 Beams 
per rail 


3 Beams 
per rail 


9 in. 


25 


93 




5 ft. 3 in. 


7 ft. 9 in. 




4 ft.. 9 in. 


7 ft. in 


9 " 


80 


102 




f> " 9 






' 9 ' 






5 ' 





i 


7 " ' 


9 " 


35 


113 




<; " 6 




9 


' 6 ' 






5 ' 


3 


i 


7 " n > 


10 " 


30 


135 


3 ft. 6 in. 


I) " 9 




10 


1 ' 




3 ft. in. 


5 


9 




8 


6 ' 


10 " 


35 


163 


4 


3 " 


8 " 6 




11 


1 ' 




3 " 6 " 









10 ' 





10 " 


40 


175 


4 


6 " 


9 " 




12 


1 ' 




3 " 9 " 


7 ' 


6 




11 ' 





12 " 


31% 


218 


4 


9 " 


9 " 3 




12 


' 9 ' 




4 " " 


7 


9 




11 ' 


3 


12 " 


40 


274 


5 


9 " 


11 " 6 




13 


1 9 ' 




4 " 9 " 


9 


6 




12 ' 


3 


12 " 


50 


333 


7 


3 " 


12 " 6 




15 


' 3 ' 




6 


' 




1! 


3 




13 


6 


12 " 


65 


403 


8 


6 ' 


13 " 9 




16 


' ' 






1 ' 




12 


3 




15 





15 " 


42 


443 


7 


6 ' 


12 " 9 




15 


' 6 ' 




6 


' 3 




11 


6 




14 





15 " 


50 


515 


8 


6 ' 


13 " 9 




16 


' 3 ' 




7 


' 3 






6 




15 


3 


15 " 


GO 


619 


10 


6 ' 


15 " 3 




19 


' ' 




8 


' 9 




13 


6 




16 


9 


15 " 


70 


718 


11 


6 ' 


16 " 6 




20 


' 9 ' 




10 


' 3 




14 


9 




18 


6 


15 " 


80 


774 


12 


' 


17 " 3 




21 


' 6 ' 




10 


' 9 




In 


3 




19 


3 


18 " 


55 


809 


11 


' 


16 " 




20 


1 ' 




9 


1 6 




14 







17 


9 


18 " 


65 


890 


11 


9 " 


16 " 9 




20 


' 9 ' 




10 


' 6 




15 







18 


9 


18 " 


75 


1 028 


12 


6 " 


18 " 




22 


' 6 ' 




11 


' 6 




16 







20 





18 " 


80 


1 063 


12 


9 " 


18 " 9 




23 


' ' 




11 


' 9 




16 


6 




20 


6 


18 ' 


90 


1 188 


13 


6 " 


19 " 6 




24 


' 6 ' 




12 


' 3 




17 


6 




21 


9 


20 ' 


65 


1 180 


12 


9 " 


18 " 9 




23 


' ' 




11 


' 6 




16 


6 




20 


9 


20 ' 


75 


1 277 


13 


3 " 


19 " G 




24 


' ' 




i^ 


' 




17 


3 




21 


3 


20 ' 


85 


1453 


14 


3 " 


21 " 




26 


1 ' 




12 


' 9 




18 


6 




23 





20 ' 


90 


1502 


14 


6 " 


21 " 3 




26 


' 6 ' 




13 


' 




18 


9 




23 


3 


20 ' 


100 


1 050 


15 


3 " 


22 ' 3 




28 


1 ' 




13 


' 6 




19 







24 


6 


24 " 


80 


2 112 


15 


9 ' 


23 ' 




29 


' 3 ' 




14 


' 




20 


6 




25 


9 


24 " 


85 


2182 


16 


' 


23 ' 9 




29 


' 9 ' 




14 


' 6 




01 ' 







26 


3 


24 " 


90 


2356 


17 


' 


24 ' 6 




30 


' 9 ' 




14 


1 9 




21 


6 




27 


3 


24 " 


95 


2427 


17 


3 ' 


25 ' 




31 


' 6 ' 




15 


' 




22 







27 


9 


24 " 


100 


2497 


17 


6 ' 


25 ' 3 




33 


' ' 




15 


' 3 




22 


6 




28 










o o o o 


O O o 






oooo 


DfAGEAM 


o 


o 2 2 2 
o o o o 


O O Oo 

o, o o o 


o 


oooo 


o o o o 


OF 


O" 


O' 0" 0' 

* < tf 


tO (0* co* 


10' 


O" 0' O' 0" 


ru' ru" fu* ru' 


ENGINES 


o 


oooo 


OO OO 





oooo 


OO OO 




{ 


*-5-**-S* 5*- 


5'-6'-5'- 





first cost, but are disadvantageous on account of the eccentric con- 
nections which necessitate heavy brackets to resist part of their re- 
action. They are also somewhat undesirable on account of the fact 
that, the ties deflecting, most of the load is carried by the inner 
I-beam. However, I-beams for stringers and for short-span bridges 
(see Fig. 121) are much used in present practice, and give good re- 
sults. Figs. 121 to 127 show the standard open floor sections of the 
Lehigh Valley Railroad. Table XIX gives the required number of 
I-beams, together with their weight, which are to be used for short- 
span bridges or as stringers in panels of given length. 



V-is 



8 T 



-Eafy I ' ji ""* "^ - - 


n" ~^^=^^ 


~->ii-^=^i. 
JI- i 


4 


r 

.. C- 


^ 

c" 


^ T 

h 



Fig. 121. Sectional View Showing Open-Floor Construction of 

Railroad Bridge of Short Span, Single Track. I-Beams 

iised for Stringers. Leliigli Valley Standard. 
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Fig. 122. Section of Open-Floor Construction of Deck-Girder 
and Truss Bridge, Single Track. Luhigh Valley Standard. 
Plate-Girders used for Stringers. 

rectlv upon the steel floor, and the ballast put 



chords, in case of 
truss bridges, be- 
ing made heavy 
enough to act as 
girders as well as 
tension members. 
Figs. 128 to 130 
show sections of 
solid floors. The 
ballast is laid di- 
rectly upon these 
solid floors, which 
are first covered 
with a good damp- 
proof paint. The 
floors should also 
be supplied with 
good drainage fa- 
cilities. 

Concrete is 

sometimes laid di- 

upon this concrete, 
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ing applied on its upper sur- 
face. 

67. Practical Considera= 
tions. The possibilities of the 
rolling mill and the various 
shops of a bridge company, 
such as the drafting room, 
forge, foundry, templet shop, 
assembling shop, and riveting 
and finishing shop, and also 
the shipping and erect'rg facil- 
^ ities, should be well known in 
order to make the most eco- 
nomical use of them. This 
requisite knowledge comes 
only from experience. The 
best way to obtain this experi- 
ence without being actually 
employed in the shops, is to go 
into the shops every chance 
that presents itself, keep your 
eyes and ears open, and ask all 
the questions you can. The 
use to be made of handbooks 
of the various steel manu- 
facturers is given in Part I 
of "Steel Construction," and 
should be thoroughly studied 
before going further. Some 
one of these handbooks is in- 
dispensable to persons design- 
ing steel structures. That of 
the Carnegie Ste,el Company 
(edition 1903) is one of the 
best, and will be frequently 
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Copies may be procured from the Carnegie Steel Company, Frick 
Building, Pittsburg, Pa. The usual price to students is 50 cents, 
to others 82.00. 

DESIGN OF A PLATE=QIRDER RAILWAY=SPAN 

68. The Masonry Plan. In some cases the general dimensions 
of the masonry are limited ; such a case, for example, would occur in 
the crossing of a street or narrow waterway. Here the length of the 
span and the distance above the street or the surface of the water, 




Drain Pipe/ Li 

Fig. 129. Solid-Floor Construction of Plates and Angles. 

are the limited dimensions. The span and under-clearance may be 
unlimited,, as in the case of a country stream crossed by a roadway 
which is a considerable distance above the surface of the water. 
The term unlimited is not here used in its exact meaning, as the span 
in this case is really limited by the cost, which rapidly increases with 
the length of the span. 

In some cases, as when the engineer is in a bridge office, the 
masonry plans are sent in by the railroad. In such cases many of the 
limited dimensions are fixed. The most usual dimensions to be fixed 
are the elevation of base of rail, the elevation and size of the bridge 
seat, and the length of the span under coping. These limit the 
depth of the girder, or the depth of the floor if it be a through 
girder, and also limit the length of the bearing plates at the end. 
Fig. 131, the masonry plan of a road crossing, shows in general what 
can be expected. All the dimensions usually fixed are given, and those 



turougu piaie-guuer is useu. 

The case whose design is under con- 
sideration will be taken similar to that of 
Fig. 131, and the span will therefore be a 
deck one. 

70. Determination of the Span, Cen= 
ter to Center. Fig. 132 shows the various 
spans namely, under coping, center to cen- 
ter of end bearings, and over all. The span 
under coping is that span from under cop- 
ing to under coping lines of the abutments, 
and is so chosen as to give the required dis- 
tance between the abutments at their base. 
The span center to center is equal to the 
span under coping plus the length of one 
bearing plate. The span over all is the 
extreme length of the girder. The length 
of the. bearing plate is influenced by the 
width of the bridge seat, and also by the 
maximum reaction of the girder. The 
length should seldom be greater than 18 
inches and never greater than 2 feet, as 
the deflection of the girder will cause a 
great amount of the weight to come on the 
inner edge of the bearing plate and also on 
the masonry, in which case the masonry is 
liable to fail at that point and the bearing 
plates are over-stressed. 

Cast-steel bearings are now almost 
universally used. They decrease the height 
of the masonry, and distribute the pressure 
more evenly and for a greater distance 
over the bridge seat. When these castings 
are used, the bearing area between them 
and the girder may be made quite small, 
thus dninrr a.wa.v to a. .crrpn.t extent with the 




deteriorating effect due to the deflection of the girder as mentioned 
above. Fig. 133 shows the end of a girder equipped with a cast- 
steel pedestal. Table XX gives the length of the bearing on the 
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Pig. 131. Masonry Plan of a, Koa,d Crossing. 

masonry for various spans, Cooper's E 40 loading being used and 
cast-steel pedestals being employed. 

TABLE XX 
Length of Masonry Bearings 



SPAN 


LENGTH OF BEAIUNCJ 


15 to 24 feet 


12 inches 


25 to 44 




10 




45 to GO 




21 




70 to 79 




23 




-SO to 89 




29 




00 to 115 




3G 





As an example, let it be required to determine the span center 
to center of a deck plate-girder of 60-foot span under coping, the 
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9 inches. 

In Articles 71 to 77 the above girder will be designed ; and also 
such information as is of importance regarding the subject-matter 
of each article will be treated. The dead- and live-load shears are 
computed by the methods of Part I, and are given in Fig. 134. 

71. Ties and Quard=Rails. The length of ties for single-track 
bridges is 10 feet. 
For double-track 
bridges the 
length is in most 
cases the same. 
In some double- 
track bridges, 
however, either 
each tie or every 
third tie extends 
entirely across 
t the bridge. In 
other cases every 
third tie on one 
track extends to 
the opposite 
track, thus act- 
ing as a support 
for the foot-walk 
which is laid 
upon them. It 
is the best prac- 
tice to limit the length of the ties on double-track bridges to 10 feet, 
since, if they extend into the opposite track in any way whatsoever, 
unnecessary expense is incurred whenever repairs or renewals are 
made, because both tracks must necessarily be disturbed to some 
extent. 

The size of the ties varies with the weight of the engines and the 
spacing of the stringers or girders on which they rest. They are 
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Fig. 133. End of a Girder Equipped with a Cast-Steel Pedestal. 
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Pig. 134. Shear and Moment Diagram. 



The elevation blocks (see Fig. 127) should be of length to suit the 
width of the cover-plates and the spacing of the supports. They are 
usually made of the best quality of white oak, since the cost of renewal 
is great enough to demand that they be made of material as permanent 
as possible. 

The guard-rails should be placed in accordance with the specifica- 
tions (see Articles 13 and 14). Some railroads specify that the guard- 
rails shall be in 24-foot lengths unless the bridge is shorter than 24 
feet, in which case one length of timber should be used. For method 
of connection and other details, consult Figs. 121 to 127. The 
guard-rails and the ties are usually made of Georgia long-leaf yellow 
pine, prime inspection. Other wood, such as chestnut, cedar, and 
oak, may be used. 

In addition to the wooden guard-rail, a steel guard-rail usually 
consisting of railroad rails is placed within about 8 inches of the 
track rail. 

In designing ties, the problem is that of a simple beam symmet- 
rically loaded with two equal concentrated loads, the weight of the 
rail and tie itself usually being 

neglected. For the case in hand, 3 

which is that of a deck plate- 
girder, loading E 50, the con- 
centrated load for which the tie 
must be designed is, according 
to Specifications (Article 23, 3d 

nart"! 8 233 nmmrk Anpmvlinrr Fig- 135. Distribution of Loading on Ties of 
parr;, C> 05d pounds. ACCOldmg . b Deck plate-Girder Bridge. 

to Article 23, 100 000 pounds is 

on four wheels. This gives 25 000 pounds on one wheel, and ac- 
cording to Article 15, one-third of this, or 8 333 pounds, will come 
on one tie. Fig. 135 shows the condition of the loading, the space 
center to center of rail being taken as 4 feet 10 inches. Some 
designers take this distance as 5 feet; but as the standard rail head 
is about 2 inches, and the standard gauge 4 feet 8- inches, the distance 
here taken seems to be the more logical one. 

The formula to be used in the design of this beam is that given 




and c = d -r- 2, and therefore = 



Substituting the value 



of the moment in the above formula, and solving for S, there results: 

499 980 



S 



bd 2 



For a 6 by 8-inch tie, the unit-stress would then be : 
499 980 



S = 



6 X S 2 



1 310 pounds. 



If a 7 by 9-inch tie is used, the unit-stress is found to be 880 pounds. 

Since according to Article 15 of the Specifications, the unit-stress 

cannot be greater than 1 000 per 
square inch, it is necessary to use 
a 7 by 9-inch tie. If the engine 
loading had been E 50, the mo- 
ment would have been 100 000 
pound-inches, and then the stress 
in a 7 by 9-inch tie would be 1 060 
pounds per square inch, and the 
stress in an 8 by 9-inch tie would 
be 930 pounds, which would neces- 
sitate the use of the latter. 

The guard-rails on this bridge 
will be placed according to the 
Lehigh Valley standard, and hence 
their inner face will be 4 feet 1| 
inches from the center of the 
track. 

Elevation blocks will not be 
required, as the bridge is on a 




Fig. 136. 



End Rivets Transferring Shear 
to Web. 



tangent. 



72. The Web. The economic depth of the web, according to 
Article 59, Part I, will be: 

_ ,, 61 ft. 9 in. _ . 

I 1 3 TIT M =s I j O 

ueptn - 0>Q05 x 61 ft 9 - n> + Q 543 . 

The depth might be taken as 72 inches, but 74 inches will be decided 



Specifications, Articles 40 and 41). 

The maximum shear in the girder 
occurs at the end, where it is 117 800 
pounds. The area required for the web 
is then 117800 -f- 9 000 = 13.09 square 
inches, and the required thickness is 13.09 
-r- 74 = 0.177 inch. This latter value 
cannot be used, since, on account of Ar- 
ticle 82 of the Specifications, no material 
less than f inch can be used. The web 
plate will therefore be taken as 74 in. by 
f in. in size. 

Some engineers insist that the net 
section of the web should be considered. 
Consider Fig. 136, the shear being trans- 
ferred to the web by the end rivets. The 
web will not tend to shear along the 
section B-B, in which case the rivet-holes 
should be subtracted; but it will shear 
along section A- A, a section which is 
unaffected by the rivet-holes. The web 
splice should come at one of the stiffeners, 
and will therefore be considered in Arti- 
cle 76. 

73. The Flanges. This portion of 
the girder is usually built either of two 
angles or of two angles and one or more 
plates. In heavy girders where the flange 
areas are large, additional area is ob- 
tained by using side plates or side plates 
and four angles. Sometimes two chan- 
nels are used in the place of side plates 
and angles. Fig. 137 shows the different 
methods of constructing the top flanges 
of srirders. The lower flanges are usually 
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allow for the projecting rivet-heads. Fig. 137 g is usually uneconom- 
ical, since the thinness of the channel web requires a great many 
rivets to sufficiently transmit the shear from the web to the flange, 
and also since the cover-plates must be very narrow. 

Specifications usually state that the flanges shall have at least 
one-half of the total flange area in the angles, or that the angles shall 
be the largest that are manufactured. The largest angles are not 
usually employed, since their thickness is greater than three-quarters 
of an inch and therefore the rivet-holes must be bored, not punched. 
The reason for this is that the depth of the rivet-hole is too great in 
proportion to its diameter, and on this account the dies used for 
punching frequently break. Also, the punching of such thick material 

injures the adjacent metal, which 
makes it undesirable. In reality 
the flange area of only the short- 
span girders is small enough to 
allow the flange area to be taken up 
by the angles. 

In choosing the thickness of the 
cover-plates, care should be taken 
so that the outer row of rivets will 
not come further from the outer edge 
of the plate than eight times the 
thickness of the thinnest plate. In 

case eight times the thickness of the plate is greater than 5 inches, 
then 5 inches should be the limit. Also, the distance between the 
inner rows of rivets should not exceed thirty times the thickness of 
the thinnest plate. These limitations are placed by Article 77 of the 
Specifications, and Fig. 138 indicates their significance. 

The determination of the required flange area depends upon the 
distance between the centers of gravity of the flanges; and in order 
to determine this exactly, the area and composition of the flanges 
should be known. The above condition requires an approximate 
design to be made, the supposition being that the flanges consist of 
two angles and one or more plates as shown in Fig. 138. 



Pig. 138. Diagram Showing Relation be- 
tween Thickness of Coyer-Plates 
and Position of Rivets. 



The distance back to back of angles will be taken as 74 + 2 X 
I = 74J inches. Article 74 of the Specifications requires T a fl inch; 
but s-inch is better practice, since the edges of the web plate are very 
liable to overrun more than ^ inch. Some specifications require 
:{ inch. , 

In the computation of the approximate flange area, the center 
of gravity of each flange will be assumed as one inch from the back 
of the angles. The approximate effective depth is then 74} less 2 
X 1 inch, which equals 72 inches. The approximate stresses in 
the flange areas are : 

For dead load, = 45 600 pounds. 

i i . &d 

For live load,] 1 34 _ OQ _ r X l2 = 222 000 pounds. 
7 & . 2iO 

The approximate flange areas are now obtained by dividing 
these amounts by the allowable unit-stresses for dead and live load, 
which are (see Specifications, p. 8, Article 31): 20 000 and 10 000 
pounds per square inch respectively; and the resulting areas are: 

For dead load, ^777^7; = 2 . 28 square inches. 

l\J UUU 

For live load, " = 22. 20 square inches. 

These amounts give a total of 24.48 square inches as the approximate 
net flange area required. 

It will be assumed that one-half the total area, or 24.48 -f- 2 = 
12.24 square inches, is to be taken up by angles. If 12.24 sq. in. 
is distributed over two angles, then 12.24 -=-2 = 6.12 square inches 
is the net area for one angle. Of course it is not to be assumed that 
the area of the angle chosen must be exactly 6 . 12, but that this 6 . 12 
square inches is the approximate area of the angle to be chosen, and 
the net area of the angle (see Specifications, Article 149) must not be 
2-^- per cent less than this, although it may be greater. 

From Steel Construction, Part II, Table III, or Carnegie Pocket 
Companion, p. 146, a 6 by 6 by f-inch angle gives a gross area of 
S.44 square inches and a net area of 8.44 - 2 X ( + 1} X f = 
6 . 94 square inches, f-inch rivets being used and so spaced that two 



edges of the angles are 12f inches 
apart; and since the cover-plate 
must extend somewhat over the 
edges of the angle, and the width 
of the cover-plate should be in the 
even inch, the width of the cover- 
plates must be at least 14 inches, 
as shown in Fig. 139. 

On account of the 1-inch rivet- 
holes to be deducted, the real or 

net width of the cover-plate is: 2 X ft + TO = 14 2X1 = 12 
inches. The thickness of all the cover-plates at the center is now: 

JKM.O 
12 




Fig. 189. Calculation of Size of Angles 
and Cover-Plate. 



t = 



= O.SS5 inch say, % inch. 



A thickness of f of an inch is decided upon, for the reason that plates 
are rolled only to the nearest sixteenth of an inch. 

The approximate section at the center has now been determined, 
and is: 

2 Angles G by G by f-inch = 13.88 sq. in. net. 
Cover-plates inch thick = 10.50 sq. in. net. 

Total = 24.38sq. in. net. 

This approximate section must now be examined, and, if it shows too 
great an excess or a de- 
ficiency, must be revised. 
In order to deter- 
mine the effective depth 
the distance between the 
centers of gravity of the 
flanges must first be com- 
puted, the gross areas be- 
ing used. Theoretically, perhaps, the net areas should be used; 
but this is an unnecessary refinement, since the effect on the final 
result is of no practical importance. 




Canter of Gravity R^J j 
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Fig. 140. Determination of Center of Gravity. 



taken at the center of the cover-plates, as this reduces the moment of 
the cover-plates to zero. The distance of the center of gravity of the 
angles from their back (Carnegie Pocket Companion, p. 146, column 
8) is 1.78 inches. The distance of this center of gravity from the 
center of the cover-plate, is 1. 78 + 0.875 -f- 2 = 2.22 inches. 

Gross area of the angles = 2 X 8.44 = 16.88 sq. in. 
" " " " cover-plates = IX 14 = 12.25sq. in. 

Total = 29.13 sq. in. 

The center of gravity is now found to be 10.88 X 2.22 -=-29.13 = 
1.28G inches from the center of the cover-plate, and 1.286-0.875, 
-4-2 = 0.848 inch from the back of the angle. The effective depth 
//,,. is 74.25 - 2 X 0.848 = 72.554 inches, and the required flange 
areas are: 

275 000 X 12 



72 . 554 X 20 000 
1 340 000_XJ 2 
72~! 5'54"xT 0~000 



= 2.272 sq. in. for dead load. 
= 22.200 sq. in. for live load. 



Total = 24.472 sq. in. 

The values of the moments, as taken from the curves, must be mul- 
tiplied by 12 in order to reduce them to pound-inches. 

A total of 24.38 square inches is given by the section approxi- 
mately designed, and the difference between that and the section as 
above determined is : (24 . 472 - 24 . 38) + 24 . 472 - . 38 per cent, 
and as this is less than 2-.J- per cent (see Specifications, Article 149), it 
may be used without any further change. If there should have been 
a deficiency or an excess greater than 2-} per cent, then it would have 
been necessary to revise. In case a revision of section is necessary, the 
size and thickness of the angles generally remain the same as those 
taken in the approximate design, the thickness of the cover-plates 
being decreased or increased as the case may be. 

The total thickness of the cover-plates, inch, is too thick to be 
punched. In such cases as this, the section is made up of two or more 
plates whose total thickness is equal to that required. If plates of 
more than one thickness are decided upon, then their thickness 
should decrease from the flange angles outward. For the case in 



SHAPE 


NET SECTION 


GROSS SECTION 


2 Angles 6 by 6 by f in. 
1 Cover-plate 14 by f in. 
1 Cover-plate 14 by J in. 


13.88 sq. in. 
4.50 " 
6.00 " 


16.88 sq. in. 
5.25 " 
7.00 " 


Total 


24.38 " 


29.13 " 



The above is the section required at the center of the girder; 
for any other point it will be less, decreasing toward the end, where 
it will be zero. Evidently, then, the cover-plates will not be required 
to extend the entire length. The following analysis will determine 
where they should be stopped. If the load were uniform, the moment 




Fig. 141. Diagram Showing Curve of Required Flange Areas. 

curve would be a parabola. Although under wheel loading the curve 
of moments is not a parabola, yet it is sufficient for practical purposes 
to consider it as such. The curve of flange areas, like that of moments, 
is to be considered a parabola (see Fig. 141). 

Let Oj = Net area, in square inches, of the outer cover- plate; 

a 2 = Net area, in square inches, of the next cover-plate; 

a a , etc. = Net areas of the other cover- plates; 

A = Net area of all the cover-plates and the flange angle. 
Then, from the properties of the parabola, 

T 7 / 2 a 

Li = i -\ I 7-1 



where L = Length of cover-plate in question; 
I = Length of span, center to center; 



L, = 61.75 -~JL _ 26.45 feet. 



40.00 feet. 

One foot is usually added on each end of the cover-plate as theoretically 
determined above. The results are also usually rounded off to the nearest 
half-foot. This is done in order to allow a safe margin because of the fact 
that the curve of flange areas is not a true parabola. The final measurements 
of the cover-plates are: 

14 in. by $ in. by 28 ft. 6 in. long. 

14 in. by -J- in. by 42 ft. 6 in. long. 

In most cases the cover-plate next to the angle on the top flange only is 
made to extend the entire length of the girder. Although this is not required 
for flange area, it is done in order to provide additional stiffness to the flange 
angles toward the ends of the span, and to prevent the action of the elements 
from deteriorating the angles and the web by attacking the joint at the top 
(see broken lines, Fig, 141, for length of first cover-plate extended). 

EXAMPLES FOR PRACTICE 

1. The dead-load moment equals 469 000 pound-inches; and the live- 
load moment, 4 522 000 pound-inches. Design a flange section entirely 
of angles, if the distance back to back of angles is 45-} inches. 

2. The dead-load moment is 3 340 000 pound-inches, and the live- 
load moment, 21 235000 pound-inches. Design a flange section using 6 by 
0-inch angles and three 14-inch cover-plates, the distance back to back of 
flange angles being 78} inches. 

3. In each of the above cases, design the flange section considering 
that J of the web area is taken as effective flange area. (For demonstra- 
tion of the methods to be employed in the solution of this problem, see the 
succeeding text.) 

While the section of a plate-girder is composite that is, it con- 
sists of certain shapes joined together, and is not one solid piece 
nevertheless these shapes are joined so securely that the section may 
be considered as a solid one and its moment of resistance computed 
accordingly. Let Fig. 142 be considered. 

The moment of resistance of the section is: 

o / h~ e A ^ 2p ^ 3 
S ( A. X -757 + A X -^r H TTT 
M = _V 2 2 12_ 



in the derivation of which the moment of inertia of the flange about 



*-t 



Since the rivet-holes decrease the moment of resistance of the 
web, one-sixth of the gross area cannot be considered, as is theoreti- 
cally indicated in the above formu- 
la. It is common practice to take 
one-eighth, instead of one-sixth, of 
the gross web area. Substituting 
this value in the above equation, 
and transposing, there results : 

Area of flange + -J gross web area = -^- 

The flange section will now be 
designed for the moments previously 
given, considering -- of the gross web 
area as efficient in withstanding the 
moment. 

The gross area of the web is 
74 X f = 27.75 square inches; and 
of this is 3.47 square-inches. The 
total approximate amount of flange 
area required is, as in the first case, 
24.48 square inches. 

According to the above formula, 
g- of the web area, or 3.47 square 
inches, may be considered as flange 
area, and therefore 24.4S - 3.47 = 
21.01 square inches, is the approxi- 
mate area of the angles and cover-plates of the flange. The ap- 
proximate area of one angle is then 21 .01 -* (2 X 2) =:5.25 square 
inches. A 6 by 6 by r Vinch angle gives the gross area of 6.43 square 
inches and, two rivet-holes being deducted, a net area of 5.305 
square inches (see "Steel Construction," Part I, Table VIII, or 
Carnegie Handbook, p. 117). As this is quite close to the approxi- 
mate area determined above, this angle will be taken. The ap- 



Fig. 142. Section of Plate-Girder. 
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square inches. As before, the. gross width of the cover-plate will 

be taken as 14 inches. The thickness is then ' - 

14-2 ( + i-) 

= 0.867 inch say -g- inch. 

The gross area of the angles being 12 . 86 square inches, and that 
of the cover-plates 12.25 square inches, the center of gravity of the 
section is found, by a method similar to that previously employed, 
to be 1 . 10 inches from the center of the cover-plate, or 1.10 0.438 
= . 662 inch from the back of the flange angles. This makes the 
effective depth 72.93 inches. 

For this section, the true live-load flange stress is (1 340 000 X 
12) -T- 72 . 93 = 221 000 pounds, and the actual dead-load flange stress 
is (275000 X 12) -r72.93= 45400 pounds. The actual areas 
required for the live and dead load are 22 . 10 and 2 . 27 square inches, 
which are obtained by dividing the above flange stresses by 10 000 
and 20 000 pounds, respectively. The total required area is the sum 
of the two areas above, and is equal to 24 . 37 square inches. The 
total area required in the flange angles and cover-plates is therefore 
24.37, less -J- the gross area of the web, 3.47, which leaves 20.90 
square inches. The same angles as decided upon before will be used. 
This gives a required area for the cover-plates of 20.90 10.61 = 
10.29 square inches. The required thickness is then 10.29 -r- (14 
2) = .857 -say - inch. The following section of the flange will 
therefore be decided upon: 



SlIAPK 


NET SECTION 


GROSS SECTION 


2 Angles G in. by 6 in. by 
1 Cover-plate 14 in. by 
1 Cover-plate 14 in. by $ 


T <V in. 
in. 
in. 


10.61 sq. in. 
4 . 50 " 
G.OO " 


12.86 sq. in. 
5.25 " 
7.00 " 


Total = 


21.11 " 


25.11 " 



As the total net area above is within 2-| per cent of .the required net 
area, that section will be taken (see Specifications, Article 149). Note 
that in this case, the thickness of the cover-plates in the final design 
;,* +1-10 on mo no flip f- rlptprmined in the Dreliminarv design. 



The ^-inch cover-plate on the top flange will extend the entire 
length of the grider, and is therefore 62 feet 9 inches long. The 
lengths of the other cover-plates are: 

r 

For -inch plate at the bottom, L = 61.75 -\J - 



For each f-inch plate, L = 61.75 



10.50 
21.11 

4.50 
21.11 



43 . 5 feet. 



= 28. 5 feet. 



One foot should be added to each of the above lengths at each end, 
thus making the total lengths 45 feet 6 inches and 30 feet 6 inches, 
respectively. 

EXAMPLES FOR PRACTICE 

1. If the span is 63 feet center to center, compute the length of the 
cover- plate. The section consists of two angles 6 by 6 by in.; one cover- 
plate 14 by J in.; and one cover-plate 14 by % i n -> two rivet-holes being taken 
out of each angle and each cover-plate. 

2. If the span is 87 ft. 9 in. center to center, compute the length of the 
cover-plate if the flange consists of two angles 6 by 6 by f in., and four cover- 
plates 16 by iV in., two rivet-holes being taken out of each angle and each 
cover-plate. 

In determining the area of plates, the tables in the Carnegie 
Pocket Companion, pp. 86 to 88, will be found very convenient. 
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Fig. 143. Diagram Illustrating Transference of Shear from Web to Flanges by Rivets. 

Another presentation of the subject of plate areas considerably more 
comprehensive and covering questions of design of riveted girders 
may be found in Steel Construction, pp. 134 to 153. 

The spacing of the rivets in the flanges is a matter of considerable 
importance; the shear is transferred from the web to the flanges, 
where it becomes flange stress. This is done by the rivets, each rivet 
taking as much flange stress as is allowed hv tliP Snppifipn+ir, TI.O 




various points along tins length, small objects F attached to it by 
means of pegs r - r. These small objects F hold the plate A- A in 
equilibrium. Here V represents the shear which tends to cause the 
movement; A- A, the web; r-r, the rivets; and IF the amount of 
flange stress taken by each rivet. 

At section c-cthe total amount in the web to be trans- 
ferred is 2F; at section b - b 
it is IQF. From this it is seen 
that enough rivets r - r must be 
put in between the sections b - 
b and c-c to take up 1QF 
2F = 8F; hence it is proved 
that the rivets between any two 
sections of the flange take up 
the difference in flange stress 
between those two sections. 

The discussion just given 
will be the means of giving us the 

number of rivets required between any two sections; but it does not 
give us the rivet spacing between these two sections. In order to 
determine the rivet spacing at any particular point, the following 
analysis is presented (see Fig. 144). 

Let M\ = Moment at one section, 

M z = Moment at another section nearer center of girder than the section 

where M l occurs; 

7 = Shear at section where Afj occurs; 
v = Amount of flange stress one rivet can transfer; or it is the stress on 

one rivet; 

s = Distance between the two sections; 
n = Number of rivets between the two sections. 

Then, 

-^ = Flange stress due to moment M,; 
^3 = Flange stress due to moment Af,; 



Fig. 144. Determination of Rivet Spacing. 



h e 



_ 1^-1 = Difference of flange stress between the two sections; 
h 



the number of rivets required will be 1 (that is,' n- = 1), then V 
can be considered as constant between the two sections, and then 
the moment M z = il/ t + Vs (see Article 44, Part I). Substituting 
in Equation I, above, there results: 
AT. + T.s- 



' 



from which, 





Fig. 145. Determination of Klvefc 
Spacing. 



which is the formula for the rivet spacing in the vertical parts of the 
flanges of any girder, providing the flange is not subjected to localized 

loading. It is to be used for the rivet 
spacing in both the top and bottom 
flanges of through girders, but not in 
the top flanges of deck plate-girders for 
railroad service. It is to be used, how r - 
ever, in the bottom flanges of deck plate- 
girders for railroad service. The dis- 
tance h G is not ordinarily used, the 
distance between rivet lines being used 
instead (see Fig. 145) . The rivet spacing 
in the cover-plates and horizontal legs of 
the angles is made to stagger with that 
in the vertical legs, and usually the staggering is with every other rivet 
in the vertical flange. The term stagger signifies that the rivets in 
the top flange are not placed opposite the rivets in the vertical legs 
of the flange angles or, that in case there are two lines of rivets 
in the vertical legs of the angle, a rivet near the outer edge of the 
cover-plate is placed in the same section where a rivet occurs near the 
lower edge of the vertical legs of the angle, and vice versa. 

EXAMPLES FOR PRACTICE 

1. Determine the rivet spacing at a section where the shear is 147 200 
pounds, the value of one rivet 4 920 pounds, and the effective depth of the 

section 84] inches. 

ANS. 2 .82 inches. 

2. Determine the stress on a rivet at a section where the shear is 
onn /inn i-,r,nnrlc: il-in cnnoino- '}).. inplios n.nfl t.hp pffnp.ti vn flonth nf thfi snrclfir 



and a curve is plotted with the spacing as ordinates and the tenth- 
points as abscissse. The rivet spacing at any intermediate point can 
be determined from this curve. When one-eighth the gross section 
of the web is considered as flange area, then only that proportion cf 
the shear which is transferred to flanges is to be considered in com- 
puting the rivet spacing, on account of the fact that some of the 
shear is transferred directly to the bending moment in the web. 

In order to determine the distance between rivet lines, the 
gauge, or distance out from the back of the angles to the place where 
the rivets must be placed, must be known for different lengths of legs. 
Table XXI gives the standard gauges, and also the diameter of the 
largest rivet or bolt which is allowed to be used in any sized leg. No 
gauges should be punched otherwise unless your large experience or 
instructions from one higher in authority demand it, and this should 
be so seldom that indeed it might be said never to be necessary. 

TABLE XXI 
Standard Gauges for Angles 

(All dimensions given in inches) 
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The distance between rivet lines for the girder being designed 
(see Fig. 146), is, in the first case: 





h r = h - 

= 74.25 - (2 X 
= 67. 00 inches. 



i + 2J) 



Pig. 146. Determination of 
Distance between 
Rivet Lines. 



In the second case, where -J- of the web is 
considered, the above distance is 74.25 
(2 X 2} + 2$) = 67.25 inches. The compu- 
tations and the rivet spaces at the tenth- 
point, and at the ends of the cover-plates in 
the bottom chord of the plate-girder, are 
shown for each case in Table XXII. The 
value of v is the value of a f-inch rivet in 
bearing in a -inch web (see Specifications, 
Article 40, and Carnegie Handbook, p. 195, 
second table). This value is 4 920 pounds. 

In the first column, 7.98 indicates that 
the end of the cover-plate next to the flange 

is 7.98 feet from the end of the girder, and that this section is taken 
just to one side of that point, the side being that nearest the end of 
the girder. In a similar manner, 7. 98+ indicates that the section 
is taken to that side of the point which is nearest the center of the 
girder. A like interpretation should be placed on 15.55 and 
15.55 + , the point under consideration in this case being the end of 
the outer or top cover-plate. 

In the fifth column, values are given which indicate that portion 
of the shear which is transferred to the flanges. For example, 

97 700 

7m~^r, - ^rv ^s ~ 74 700, and the difference between 97 700 and 
(14.08 -T- 10.61) 

74 700 represents that portion of the shear which is taken up 
directly by the web in the form of bending moment. An inspection 
of the headings of the third and fourth columns will tend to make 
this matter clearer. 



Rivet Spacing in Bottom Flange 

Flange Taking All the Moment 



SECTION 


TOTAL SHEAR 
(Pounds) 


kr 

(Inches) 


V 

(Pounds) 


RIVET 
SPACING 
(Inches) 


REMARKS 





117800 


67 


4920 


2.80 




1 


97700 


67 


4920 


3.38 




2 


79300 


67 


4920 


4.16 




3 


61 300 


67 


4920 


5.38 




4 
5 


44200 
28600 


67 
07 


4920 
4920 


7.46 
11.52 


I See Specifica- 
} tions, Art. 54 



One-Eighth of Web Area Considered 
hi = 67.25 inches; v = 4 920 pounds 



SECTION 


TOTAL SHEAR 
(Pounds) 


NET FLANGE 
AREA PLUS J 
WEB AREA 
(Sq. Inches) 


NET FLANGE 
AREA 
(Sq. Inches) 


REDUCED 
SHEAR 
(Pounds) 


RlV ET 

SPACING 
(Inches) 





117 800 


14.08 


10.61 


88 800' 


3.75 


1 


97700 


14.08 


10.61 


74700 


4.45 


7.98- 


90000 


14.08 


10.61 


67900 


4.88 


7.98 + 


90000 


20.08 


16.61 


74800 


4.42 


2 


79 300 


20.08 


16.61 


65800 


5.02 


15.55- 


67500 


20.08 


16.61 


56 000 


5.81 


15.55 + 


67500 


24.58 


21.11 


58 100 


5.69 


3 


61 300 


24.58 


21.11 


52700 


6.28 


4 


44200 


24.58 


21.11 


38000 


8.71 


5 


28600 


24.58 


21.11 


24600 


13.42 



ing to Article 15 of the Specifications, the weight of one driver is 
distributed over three ties (see Fig. 147). 

W 
Let -j- , = iv, the load per linear inch caused by one wheel W, which 

load is assumed to be uniformly distributed over the dis- 
tance /.; 

ws = ?.'i, the vertical load or stress that comes on one rivet in tho 
space s; 

Vs 

v = -= , the stress on a rivet due to the distribution of flange 
h t & 

stresses when s is a space, and V the shear at that point. 

When these two stresses act on the rivet, the maximum stress will 
be i> u , the ultimate amount that it is allowed to carry, and this will 
act as shown in Fie:. 147 : Then, 



from which, 



+ 



which gives the spacing at any point in the girder flange under 
localized loading. Note that if w equals zero that is, if there is no 
localized loading there results: 



which is the same as previously deduced for flanges with- 
out localized load- 
ings. 

The rivet spacing 
for the top flange 
of the girder which 
is being designed 
is given in Table 
XXIII. Here W 
= 20000; Z = (3X 
7 + 3 X 6) = 39 

. . 20 000 

inches ; w = 



39 

= 513; h t = 67 
inches; and v w = 
4 920pounds, which 
is the bearing of a 
-J-inch rivet in the 
-inch web. The 

top cover-plate is 
,i I i J. i 




Rivet Spacing in Top Flange 

Flange Taking All the Moment 















SECTION 


w 2 


TOTAL SHEAR 
(Pounds) 


ctr 


V (*)'*- 


RIVET SPACE 
(Inches) 





2G2 GOO 


117800 


3 OSO 000 


1 825 


2 71 


1 




97 700 


2 140 000 


1 550 


3.17 


2 




79300 


1 390 000 


1 285 


3.83 


3 




Gl 300 


840 000 


1 050 


4.68 


4 




44 200 


435 000 


835 


5.88 


5 




28 600 


181 500 


660 


7.45 



One-Eighth of Web Area Considered 
w 513; h r = 67 J inches; !> = 4 920 pounds. 



SECTION 


w" 


REDUCED 
SHEAR 
(Pounds) 


(JLV 

V hr ) 




RIVET SPACE 
(Inches) 


V()'~ 





262 600 


97 GOO 


2 100 000 


1 538 


3.20 


1 


262 600 


81 000 


1 450 000 


1315 


3.74 


2 


2G2 GOO 


65 800 


985 000 


1 100 


4.50 


15.55- 


262 600 


56 000 


695 000 


980 


5.02 


15.55 + 


262 GOO 


58 100 


765 000 


1014 


4.85 


3 


262 600 


52 700 


616 000 


938 


5.24 


4 


262 GOO 


38 000 


320 000 


763 


6.44 


5 2G2 GOO 


24 GOO 


134 000 


629 


7.82 



The points other than the tenth-points referred to in the first column 
are for sections taken just to the left and right of the top cover-plate. 
The values of the reduced shears given in the third column are ob- 
tained as has been previously explained. Although the rivet spacing 
in the lower flange is considerably greater than that in the upper 
flange, and accordingly a smaller number of rivets would be required, 
yet the spacing in the lower flange is made the same as that in the 
upper. Convenience in the preparing of plans and facility in manu- 
facture make this action economical. Theoretical spacing greater 
than 6 inches should be dealt with according to Article 54 of the 
Specifications. 

The values of the rivet spacing given in Tables XXIFand XXIII 
are plotted in Fig. 148. Note that the effect of the localized loading 



, ' 



Note.- Second Cover Plate o1 



Top Ranger Extends Entire 
Length, of Girder. 




l e T 5 

148. Plotted Values of Rivet Spacing Given in Tables XXII and XXHI. 



The size of the flange angles and the width of the cover-plates 
for different spans, are a matter of choice. Once the size is deter- 
mined, the thickness can be computed. The sizes 'very generally 
adopted in practice are as follows : 



SPANS 


ANGLES 


WIDTH OF COVER-PLATE 


15 to 20 feet 


5 x 3^- inches 


none 


20 


25 




6x4 




" 


25 


40 




6x6 







40 


75 




6x6 




14 inches 


75 


100 




6x6 




16 " 


100 


120 




8x8 




20 " 



For another method of the presentation of this subject, see 
"Steel Construction," Part IV, pp. 264 to 268. 

EXAMPLE FOR PRACTICE 

1. Determine the rivet spacing for the top chord of a plate-girder, 
loading E 40, and 7 by 9-inch ties being used. The web is $ inch thick; 
distance from back to back of angles, 6 feet 6J inches; flange angles, 6 by 6 
by .]-inch; and cover-plate, 14 by -J-inch, two |-inch rivets being out of each. 
First, consider the flange as taking all the bending moment; and second, 
consider one-eighth the gross area of the web. The total unreduced shear 
is 80 000 pounds in both cases. 

ANS. 3. 21 inches; 3. 76 inches. 

74. Lateral Systems and Cross=Frames. There are two methods 
in use in common practice in determining where the panels of the 
lateral bracing shall fall namely, (1) To choose the number of panels 
so that the panel points come opposite the stiffeners, and (2) to choose 
the number of panels so that the placing of the panel points is inde- 
pendent of the stiffener spacing. The lateral systems should be of 
the Warren type; and in both of the above cases the angles that the 
diagonals make with the girder should not be greater than 45 degrees. 
Also, it is best to have all panels the same length and to have an even 
number of panels. This latter condition will simplify the drafting 
very much, since one-half of one girder can be drawn and the other 
half will be symmetrical, the opposite girder being similar to the one 
drawn, but beins left-handed. 



172 



BRIDGE ENGINEERING 




diagonal bracings (see rlate li), and are placed at certain intervals 
according to the judgment of the engineer. Good practice demands 
that their number should be about as indicated below : 



SPAN 


OP GIRDEB 


NUMBEB OF CBOSS-FRAMES 


to 


20 feet 


2 


20 to 


35 " 


3 


35 to 


70 " 


4 


70 to 


85 " 


5 


85 to 


110 " 


6 



The above is not intended to serve as a hard and fixed rule. Varia-' 
tions from the limits given are to be made as the case demands. In 
all cases they are put at the panel points of the bracing, the top and 
bottom parts acting as sub-verticals in the lateral system. Also, the 
cross-frames should divide the span into equal parts if possible. In 
cases where that is -not possible, the shortest divisions should come 
near the ends of the spans. 

If the panel points are to be located at the stiff eners, the number 
of panels is. a function of the depth of the girder (see Specifications, 
Articles 47 and 48) . In this case the number of panels is given by : 

, r Span in inches. 

^ y i , 

Depth of girder in inches' 

no fraction being considered. As an example, let it be required to 
determine the number of panels in a girder S5 feet center to center 
of bearings, the depth being 90 j; inches back to back of angles, Then, 

f O) /N. 1 -j 110 11 i 

A r = ~ n n"-s7.- H.3, or, say, 11 panels, 
yu . &o 

Each panel will then be 92 .8 inches long. This, according to Article 
47 of the Specifications, being greater than 5 feet, would not be allowed 
as a space between two stiffeners; but one stift'ener can be placed in 
between, and then the panel points will come at every other stiffener. 
The cross-frames should be five in number. 

The arrangement of panels and cross-frames is shown in Fig. 
149. Here the cross-frames are marked C. F., and the broken lines 
represent the lower lateral system. 

TIT /-tnc-a on /VIT/-VII miT-nVwa-n f^t T^o-nalc" nro-po /-loeirorl +llon ton T^miln 



in between and still keep the stiffener spacing within the limit of 
5 feet. 

The cross-frames at the ends of the span are designated as end 
cross-frames, and those in between are designated as intermediate 
cross-frames. 

In case the spacing of the stiffeners is not required to be such as 
to coincide with the panel points of the lateral bracing, the panel 
length will depend upon the spacing of the girders, being equal to or 




Fig. 149. 




Fig. 150. 
Arrangements of Panels and Cross-Frames. 

greater than the spacing in order to keep the angle which the diagonals 
make with the girder less than 45 degrees. In this case, 

Span in feet 



Distance center to center of girders in feet 
For the girder considered in Fig. 150, the number of panels would be 



= 11.3 or, say, 11 panels if odd numbers were to be used, 



85_ 

7.5 
and 12 if even numbers were to be desired. 

For the case in hand, the panel points of the bracing will be taken 
at the stiffeners, and an even number of panels will be used. Then, 

^ ^1X^ = 9.98 (say 10). 
/4./O 

The arrangement of the panels and cross-frames, and also the maxi- 
mum stresses in the diagonals, are shown in Plate II, the stresses being 
determined according to Article 50, Part I, "Bridge Analysis," and 



Article 39. 

Before designing the lateral diagonals which consist of one or 
two angles, Articles 31, 33, 34, 35 (last portion), 38, 40, 63, and 83 of 
the Specifications should be care- 
fully studied. The upper lateral 
bracing is to be designed first. 
Carnegie Handbook, pp. 109 to 
119, is to be used. 

The member U^J^ must be 
designed for a compressive stress 
equal to 23.20 + 0.8 X 20.6 
= 39.68, and a tensile stress of 
20.6+0.8X20.6 = +37.08. The 
length of the diagonal measured 



from center to center of girders 




Fig. 151. Determination of Length of 
Diagonal in Lateral Bracing. 



is 1/6.5* +6.2 2 = 9 feet, or 108 
inches. In reality the length is not 

108 inches, as the cover-plate takes off a certain amount, as shown 
in Fig. 151. The true length, which is to be taken as a column length 
in designing, is 108 2y, and y is readily computed to be 9.70 inches, 
thus making the true length 88.6 inches. The least allowable rectan- 
gular radius of gyration is obtained from the relation that the greatest 

value of = 120, and therefore the least value of r = = 0.74. 
r 1^0 

It will be assumed that a 6 by 4 by r 9 6 -inch angle with an area of 
5.31 square inches will be sufficient. Here the length equals 88 . 60 
inches, and the least rectangular radius of gyration is 1 .14; hence, 

88.00 



P = 13 000 - 60 X 



The required area is 



= 8 330 pounds per square inch. 

39680 



8330 



= 4.77 square inches. As the angle 



assumed has an area of 5.31 square inches, which is considerably 
greater than the 4.73 square inches required, this angle cannot be 
used, and other assumptions must be made until the area of the angle 
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assumed and the required area as computed are equal or very nearly so. 

A 6 by 4 by ^ inch angle with an area of 4.75 square inches will 

now be assumed. The length is 88 . 60 inches as before, and the least 

rectangular radius of gyration is 1.15. The unit-load P = 8340 

, . , , ., . , . 39 680 , 

pounds per square inch, and the required area is = 4 . 72 square 



inches. As the area of the angle assumed and the required area as 
computed are very close, this sized angle will be used. 

The section must now be examined for tension, and in order that 
both legs of the angle may be considered as effective section, both legs 

oy Aon 

must be connected at the end. The area required will be 1< c7,x r .- = 

18 000 

2.06 square inches. Considering one rivet-hole is taken out of the 

angle, the net area is 4 . 75 1 X 
(I + i r ) X 1 4 . 25 square inches, 
which is amply sufficient. 

If the 4-inch leg only were as- 
sumed to be connected, the gross 
area would be 4 X -J- = 2.00 
square inches, and the net area 
would then be 2.00 - 1 X (-J -f 
l) X i-inch 1.50 square inches, 
which is not sufficient. If the 
6-inch leg were connected, the 
area would be sufficient. See Fig. 
152 for method of connection and 
rivets. 
The number of rivets required (see Specifications, Article 38 

and 40) is computed as follows: If the member were not subjected 

to both tension and compression, the number of rivets required in 

single shear would be : 




Fig. 153. Method of Connecting Angle Legs 
in Lateral Bracing and Uross-Fraines. 



useu, unu uie same iiuinuei ui rivets musi gu immigu uuui 

clip angle, since the stress in the vertical leg of the main angle is 

transferred to the clip angle and from there into the connecting plate. 

The above number of rivets makes the joint safe so that it will 
not shear off in the plane between the connection plate and the hori- 
zontal leg of the angle. The joint must also be designed so that 
there will be sufficient rivets in bearing to prevent them from tearing 
out of the connecting plate. The number required is: 

= 39680 

U (15 000+50 per cent of 15 000) X|X| 
= 39 680 
7380 
= 5.38. 

This 5.38 must be increased 50 per cent, making a total of 5.38 
X 1.5 = 8. 07 = say, 8 shop rivets as before. 

The above rivets are shop rivets, since it is assumed that the span, 
being a small one, will be riveted complete in the shop and shipped to 
the bridge site ready to place in position without any further riveting. 
In case the girders are shipped separately, then the lateral bracing 
must be riveted up in the field ; and according to last part of Article 
40 of the Specifications, the rivets, being field rivets, must have the 
allowed unit-stresses reduced one-third, which is equivalent to having 
the number of shop rivets increased 50 per cent. This will make the 
required number of field rivets 8 X 1.5 = 12. 

As a rule, the connection plates are { inch thick, seldom more. 
Also, the members of the upper lateral system are connected on the 
lower side of the connection plate in order not to interfere with the 
tics. Note that the use of the clip angles requires a smaller connec- 
tion plate than would be necessary if these angles were not used, since 
in the latter case all the rivets must then be placed in one row in the 
horizontal leg of the angle. 

The number of rivets required in the connection plate and the 
flange of the girder must be sufficient to take up the component of 
that member parallel to the girder. For the case in hand, the num- 
ber (see Fig. 153) is: 



8 9.0' 

from which, 

x 5.5 (say 6) rivets. 

Additional rivets should also be put in, in order to take up the compo- 
nent of the other lateral diagonal which meets at this point. 

The member Z7/ U l is to be designed for a maximum compressive 
stress of 20.6 + 0.8 X 16.0 --33.4. A 6 by 4 by -, 7 -inch angle 

with an area of 4.18 square 
inches will be assumed. The 
least rectangular radius of gyra- 
tion is 1.16. The unit allowable 
load is: 
P = 13 000 - eO X ?^r? = 420 




33400 



x= 5.5 nv. 



Fig. 153. Calculation of Rivets in Connection 
Plate and Flange of Girder. 



pounds per square inch. 

rpt, , 

Ihe required area is 

3.97 square inches. As this is 
very near the area assumed, and 
as trials with other angles do 
not give required areas which 
come any closer, this angle will 
be used. 

The rivets required in single 
shear are : 



33400 



X 1.5 = 6.21 (say 7) shop rivets, and 
9.3 (say 10) field rivets. 



8100 
6.21 X 1-5 

The rivets required in bearing in the f-inch connection plate are : 
33 400 



7~380 



X 1.5 = 6.78 (say 7) shop rivets, and 



G. 78 X 1.5 = 10.17 (say 11) field rivets. 

The above computations show the joint to be weakest in bearing, 
and therefore 7 shop or 11 field rivets must be used. It is not neces- 
sary to investigate this member for tension, as the computations for 
the first diagonal indicate that the area will be sufficient, both legs 
being connected. 
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angle with an area of 3.61 square inches and a least rectangular 
radius of gyration of 1.17 will be assumed. The unit-stress P, as 
computed from the formula in the Specifications, is 8 460 pounds per 

square inch; and the required area is ~-T^n" " 3.23 square inches. 

8 460 

This angle will be used, as the given and required areas are close 
together, and as the next smaller angle a fl by 3.} by finch angle 
with an area of 3.42 square inches gives a required area of 3.58 
square inches, thus being too small. 

The rivets required in single shear are: 

27 280 

~sTon ^ * '** = '^'^ ( 8a y <^ b 'hop rivets, and 

5 . 04 X 1.5 = 7 . (5 (say 8) field rivets. 
The rivets required in bearing in a finch web are: 

27 280 
_ ._.,, X 1.5 = 5 . 54 (say C) shop rivets, and 

/ ool) 

5 . 54 X 1.5 = 8.3 (say 9) field rivets. 

In order to make the joints safe, 6 shop or 9 field rivets should be used. 
The member Z7 2 '!!7 2 must be designed fora maximum comprcssive 
stress of 9.6 + O.S X 8.0 = -16.00. A 3-J- by 3 by finch angle 
with an area of 2.30 square inches and a least rectangular radius of 
gyration of .90 will be assumed. The unit-stress P is 7 090 pounds 

i i ,! - , . 16000 , . . 

per square men, and the required area is -;r:^r f y 2. 2b square inches. 

i \J iJv/ 

As the required and the actual areas are very close together, this 
angle will be used. 

The rivets required in single shear are : 

-|-?nn X 1-5 = 2 . 96 (say 3) shop rivets, and 

o 1UU 

2.96 X U = 4.44 (say 5) field rivets. 

By computation similar to the above, it is found that 4 shop or 5 
field rivets are required in bearing. Since the bearing requires the 

ivi'iut vivotc fn mtilro tTir- I'm'trf- cn-fr> 4 elirm nr rt fiplr] rivpfs: rmiQf KP ntiprl 



sive stress of 8.0 -f 0.8 X 4.1 = -11.28. A 3 by 3 by f-inch 
angle with an area of 2.11 square inches and a least radius of 
gyration of 0.91 will be assumed. In this case the unit-stress is 
7 100, and the area required is 1.5S square inches. The required 
area is considerably less than the area of the angle assumed; but it 
must be used, since it is the smallest allowed by the Specifications, 
which require that the material shall not be less than -y-inch, and 
from Table XXI it is seen that 3 inches is the smallest size leg in which 
a Jj-inch rivet can be used. 

The stresses in all the members of the lower lateral system are 
less than the stresses in the member just designed, and therefore all 
members of the loAver lateral system will be made of one 3 by 3 by 
s-inch angle. 

For the last member designed in the upper lateral system, and 
for all members in the lower lateral system, 3 shop or 5 field rivets 
will be required at the ends. These are more than sufficient to take 
up the stress, but it has been found that less than three rivets do not 
make a good joint. 

The stress sheet, Plate II, shows the general arrangement of the 
lateral .system, the number of rivets in the connections and also in the 
connection plates where they join the flanges. 

The intermediate cross-frames do not lend themselves to a theo- 
retical design, since the stresses which come upon them are not easily 
ascertained. It is good practice to require that all members be of 
the sizes as given below: 



SPAN OF Ginur.K 
(in Feet J 


ANGLES 
(in Inches) 


RIVETS 


SHOP 


FIELD 


30 to 65 
65 to 110 


3i x 3i x f 

4x4xf 


3 

4 


4 
5 



The angles in the intermediate cross-frames will therefore be 3-V by 
3-o- by -inch. 

The end cross-frames (see Fig. 154) act in a manner somewhat 
similar to the portal bracing in a bridge, since they transfer all the 



pounas. 



It is usually assumed that half of this is transferred to the point a by 
means of a-b, and from there down a-b' to the masonry. The other 
half goes directly down b-a' to the masonry. This causes stresses as 
shown in Fig. 154. Note that the stress in a-b will always he com- 
pression; but the stresses in the diagonal will be either tension or 
compression according to the direction the wind blows. The mem- 
ber a-b will be a 




Fig. 154. Action of End Cross-Frames. 



angle. To form 
the connections at 
its end, 3 shop or 
5 field rivets will 
be used . 

The maxi- 
mum compressive 
stress for which 
the diagonals are 
to be designed is 
12.70 + 0.8X12.70 
= -22.86. Here 
the length is 108 

inches if the angle tends to bend one way; but if it bends as 
shown by the broken lines in Fig. 154, the length will be one-half 
of this. For this reason, angles with unequal legs should be used, 
the longer leg extending outward. This allows the greatest rectan- 
gular radius of gyration to be used. 

A 4 by 3 by -Jo -inch angle with an area of 2.87 square inches 
and a radius of gyration of 1 .25 will be assumed. The unit-load P 
is computed to be 7 850 pounds, and the required area is therefore 
22860-^7850 = 2.94 square inches. This does not coincide very 
closely with the given area, but will be used since this angle comes 
nearer to fulfilling the condition than any of the other sizes rolled. 
The joint will require more rivets in bearing than in single shear. 
It is not necessary to perform the complete computations in order to 



number of rivets required in bearing is: 

22860 . , . . , 

r920"x1~"5 " Say ' P rlvets > and 

4.00 X 1.5 = 6 field rivets. 

75. The Stiff eners. According to Article 47 of the Specifica- 
tions, these should be placed at certain intervals whenever the unit- 
shear is greater than 

74 



5 = 10 000 



75 x ;; *= 10000 

78 



14 800 = -4 800 pounds. 



This negative 
sign signifies that 
whenever the 
unit shearing 
stress is greater 
than zero, the 
stiff eners must be 
placed through- 
out the entire 
length of the 
span at distances 
not to exceed 5 
feet. 

The interme- 
diate stiffeners 
should have the 
outstanding leg 
long enough to 
give good sup- 
port to the flange angle (see Fig. 155). The filler bars or fillers 
are put in so as to allow the stiffener angles to remain straight 
throughout their entire length; otherwise they will have to be 
bent as shown in Fig. 156. This bending is called crimping. 
Stiffeners must also conform to Article 48 of the Specifications. 
This would require a different sized stiffener at each point, and also 
a different number of rivets in each stiffener. This is not usually 



Section A-A 



Fig. 1 55. Use of Straight Stiffeners, with Filler Bars. 




to me requirements 01 me spnce design. 

The second intermediate stiffener comes at the first tenth-point, 
and is 6.175 (say 6.2) feet from the end, since it is at the first panel 
point, or opposite the first panel point, of the lateral system. The 
first stiffener will be 3 . 1 feet from the end ; and scaling off the value 
of the shear at this point (see Fig. 134), it is found to be 98000 



\> 




Fig. 156. Crimping 
' where No Filler 



of Stiffener Angles Fig. 157. Section of Intermediate Stiffener 
Bars are Used. Construction. 



pounds. Here the length I to be used in the formula .for the unit 
allowable compressive stress is 74J 2 X f = 72.75 inches, the f 
being the thickness of the flange angle. The section of the 
material which according to Article 48 of the Specifications is to be 
considered as a column, is shown in Fig. 157. The assumed 
column cannot bend about the axis B -B, but about the. axis A- A, 
and therefore the radius of gyration about the axis A - A must be 
computed. The moment of inertia of the fillers and the web plates 
about their own axes is considered as zero. 

A 4 by 4 by ^-inch angle with an area of 3 . 75 square inches will 
be assumed to be sufficient to withstand the stress. The moment 
of inertia of this and the filler bars and the web portion is 

ZA-A = 2 (5.55 + 3.75 X 2.12* + 3.00 X 0.563 2 ) = 46.70. 



computed "with this value and a length of 72.75 inches is 8 140 pounds. 
The required area is now determined to be 98 000-^8 140 = 12.05 
square inches. The value 15.00 used in the above computation for 
the radius of gyration is the value of the area of the angles, the filler 
bars, and the web portion. A 5 by 3|-mch angle with the 5-inch leg 
out would have given better support to the flange, but would not 

make so good a job, as it would 
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Fig. 158. Rivets Placed In 'Two Rows to 
Give Necessary Number and Spacing. 



have extended about f inch be- 
yond the curved part of the hori- 
zontal leg of the flange angle. 

The bearing determines the 
number of rivets in this case. 
The number is 98000^4920 
= 20 shop rivets in the web. 

The angle must now be inves- 
tigated in order to see if these 20 
rivets can go in one row without 
being closer together than 2| 
i riches, which is three diameters 
of the -s -inch rivet. The total 
length in which these rivets must 
be placed is 72.75 inches, and therefore we have 72.75-4-20 = 3.6 
inches as a spacing. Since this is greater than 2f inches, 20 
rivets can be placed in one row. If the spacing as determined 
above had been less than 2-f inches, it would have been neces- 
sary to use two rows of rivets spaced as shown in Fig. 158; and then 
the distance center to center would be more than 2-| inches, although 
the spacing in a vertical line would be less than that. 

The four angles at the ends of the girders are called the end 
stiff eners. These are placed in pairs on opposite sides of the web 
(see Plate II, Article 74). 

The total end shear is 117 800 pounds, and this is assumed to be 
carried by the two pairs of end-stiffener angles, each carrying one- 
half. This amount would require lighter angles than the angles 
used for intermediate stiffeners. It is the customary practice to 
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of the end cross-frame when in action. 

The bearing determines the number of rivets required in each 

pair of stiffeners. The number required is = 12 shop 

rivets. 

Some engineers arbitrarily choose the stiffeners regardless of 
the shear, enough rivets, however, being put in the end stiffeners to 
take up all the shear; and the spacing in the intermediate stiffeners is 
made the same. One noted engineering firm determines its stiffeners 
according to the following: 



FLANOE ANGLE 


STIFFKNEKS 


HORIZONTAL 
LEG 


THICKNESS 


END 


INTERMEDIATE 


4 in. 


Any 


3x3 x I in. 


3 x3 x 


$ in. 


5 in. 


Any 


4x4 x A in. 


Six Six 


'Jin. 


G in. 


Over J in. 4 x 4 x .V in. 


3.Vx3*x 


'Jin. 


6 in. 


Less than J in. 5 x 3.V x -.V in. 


5 x34x 


$in. 


Sin. 


Any 


6 x G x I in. 


G x4 x 


I in. 



Xo rational method has as yet been determined for ascertaining 
the stresses in the stiffeners of plate-girders. Results obtained by 
placing extensometers on the stiffeners of actual plate-girders appear 
to indicate that the stresses are very small, in fact in most cases not 
being greater than 1 500 or 2 000 pounds per square inch. 

PROBLEMS FOR PRACTICE 

1. Design, according to Cooper's Specifications, the end stiffeners if 
the shear is 150 000 pounds, the distance back to back of angles is G feet 6|> 
inches, the web inch thick, and the flange angle G by 6 by -J-inch. Use fillers. 

2. Design the intermediate stiffeners for the girder of Problem 1, 
above, where the shear is equal to 75 000 pounds. Use crimped stiffener angles. 
Note that in this case the angles lie close against the web, no filler bars being 
used in between. 

76. The Web Splice. Web splices are required because of the 
fact that wide plates cannot be rolled sufficiently long. Web splices 
should be as few as possible, and good practice demands that they be 
placed at the same points as the stiffener angle. 
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it is seen tnat a t oy -g-mcn piaie can oe ronea up 10 <uu mcnes, or 
33 feet 4 inches, in length. Therefore, if the girder under considera- 
tion is spliced at the center, the web plates will be required to be 

-' = 30 feet 10| inches, which value does not exceed the 33 

feet 4 inches as given above. 

Aecordmg*to Articles 46 and 71 of the Specifications, a plate must 

be placed on each 
side of the web as 
shown in Fig. 159, 
and enough rivets 
placed in each side 
to take the total 
shear. The total 
thickness of both 
plates, and also 
their length, must 
be sufficient to 
stand the total 
shear, but must 
O ^ not be less than 



O 



A- ' Section A-A 

Fig. 159. Splice Plates Placed on Each Side of Web. ^' le total shear 

at the center of 
the girder under consideration (see Fig. 134, p. 150) is 28 600 pounds. 

rp, . , - , . ., . ,. , , . 28600 
1 he area required in each or the two splice plates is 

= 1.59 square inches; and as their length is 62.25 inches, the 
thickness must be 1 .59 -r- 62.25 = 0.0255 inch, but they must be 
made f inch thick according to the Specifications. The width should 
be somewhat greater than twice the width of the stift'ener angle leg. 
This would make the width in this case about 10 inches. 

The bearing governs the number of rivets required in this case, 
and there are 28600-r-4920 = 5.81, say 6, shop rivets. More rivets 
than this will be required by practical considerations, as indicated by 



:le 54 of the Specifications or in order to make the spacing in the 
ner angle the same as that in the other stift'eners. This detail 
be left to the draftsman, the required number only being put 
le stress sheet 

In case of the gross area of the web is considered as efficient 
;e area, then provision must be made in the splice for the bending 
tent which the web takes. A very economical and efficient splice 
3\vn in Fig. 160. The horizontal plates take the stress due to the 
lent, and the vertical plates take the stress due to the shear. 
The web equivalent is 3.47 square inches and the total 
lent is 1 615 000 pound-feet, which is composed of 275 000 pound- 
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Fig. 160. Splice Consisting of Vertical and Horizontal Platesr 

due to dead load and 1 340 000 pound-feet due to live load. 
refore that proportion of the 3.47 which is taken up by the dead 

I is: 

275 000 

1 615 000 
that proportion taken up by the live load is: 

1 34 Q0 



x 3,47 o.S9 square inch; 
en up by the live load is: 

v 3 47 = 2. 88 square inches. 

A l 



1015 000 

The equivalent flange area is assumed to act at the center of 
ntv of t.hft fln.n.ov- and the bending moments equivalent to the 



J-\J\S CHl_, J.UJ. 



and for live load, 



85G 000 . _ Qn , 

_ 75-,- = li> 780 pounds; 



2 090 000 1JO ___ , 

c -r-Ke = "38 500 pounds. 
54.25 



While the unit-stresses are a maximum at the center of 
gravity of the flange and are those given by the Specifications, they 
decrease rapidly towards the center of the girder, being zero at the 
neutral axis of the entire section. The unit allowable stress at the 
center of the horizontal plates will not be so great as the maximum 
allowable, but will be proportional to the distance from center (see 
Fig. 160). The horizontal plates Avill be taken 8 inches in width. 
The unit-stresses are easily determined by means of the similar 
triangles oab and oab'. The dead-load stress is determined from the 

proportion : 

54.25 



2 



20 000 72.25' 
2 

and is 14 950 pounds. For live load, the unit-stress will be one-half 
of this amount, or 7 475 pounds. 

The area required for this plate is, for dead load, --r,~r= 1 .05 

38500 1495 

square inches, and for live load -^.-- = 5.10 square inches, making 
i i b 



a total of G. 21 square inches for both plates. Assuming two rivet- 
holes out of the section, the net width is 8 2 ( + -J-) = 6 inches; 

6 9 1 
and the required thickness for one plate" is ~-~~ = 0.52, say -^ 

i <-> X o 

inch. 

The joint will be weakest in bearing in the jj-inch web. The 
number of rivets required is : 

15 070+ 38500 



4 ( J20 



= 11 .shop rivets. 



The design of the shear plate is as follows: The shear is 28 GOO 

pounds, and the required area is ~ = 3.18 square inches. As 
., , ,...,., '., .,.,., . 3.18 



man # men tmcK. it win, nowever, De.maae -f (i men tnicK, since 
it will then fill out even with the horizontal tension plates and no 
filler will be required. Bearing in the web plate decides the number 
of rivets, which is : 

28 600 , 
-4026-0 shop nvets. 

The width of this shear plate should be, as before, 10 inches. The 
same conditions limiting the spacing of the rivets apply here as in the 
case where the splice was designed for shear only. The length of the 
horizontal plates should be sufficient to get in all the rivets, and this 
is a detail which is left to the judgment of the draftsman. 

PROBLEMS FOR 
PRACTICE 

1. A plate- 
girder is S7 ft. 9 in. 
center to center of 
end bearings. The 
dead-load moment 
is 9 125 000 pound- 
inches, and the live- 
load moment is 
38 265 000 pound- 
inches, the total 
shear at the sec- 
tion being 202700 
pounds. The web is 
90 by -j^-inch, and 
the flange angles are 
6 by 6 by 2-inch. 

Design the web splice when no part of the web is considered as taking 
bending moment. 

2. For the girder of Problem 1, above, design the splice when of the 
gross area of the web is considered as effective flange area. 

77. The Bearings. Articles 113 to 119 of the Specifications 
should be carefully studied before proceeding; also Article 87. Article 
70 should be referred to, and the remarks there made about bearings 
should be read. In case the length of bearing is such as to allow a 
simple finch plate, care must be taken that the bearing plate does 
not extend past the flange angles more than 2 inches, or that the 
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161. Proportions of Flange Angles, Bearing Plate, and 
Masonry Plate. 



M = = 250 X I X 



12 
(I 




1X9 
8X12 



and c as s = 10 000, 



10 000 X 
8X1T ' 



from which, 

I 2.76 , say 2 inches. 

In case it is desirable to have a simple masonry plate instead of a 
cast-steel pedestal, and to have the plate extend over the sides of the 

angles a distance 
greater than 2 in- 
ches, then some 
arrangement must 
be made for sup- 
porting the pro- 
jecting portion. 
Fig. 102 shows one 
of the methods 
most commonly 
used. Notwith- 
standing the brac- 
ing of the gusset 
plates, the mason- 
ry plate is not ade- 
quately supported, 
the greater pro- 
portion of the 
stress coming 
upon the ends. 

The disadvan- 
tage of having the 
masonry plate too 
long is plainly 




Pig. 163. Arrangement -where Masonry Plate is Used instead 
of Cast-Steel Pedestal. 



or plate is not to be recommended 
for spans over 40 feet. 

The design for the bearing 
of the girder under consideration 
will now be made. The total 
reaction of one girder must now 
bo computed. This will be due 
to the w r eight of the steel in the 
girder, to the weight of the 
track, and to the reaction pro- 
duced by the E 40 loading when 
wheel 2 is directly over the end 
support. This reaction is: 

1W-1+ PO, i (123.5 + 10X61.75)61.75 
Weight of Steel, 




Fig. 163. Effect of Having Masonry Plate 
Too Long. 



11 430 pounds 



Weight of Track, -- 

i 



(61.75 + 1.75) 
Reaction Due to Engine Loading 

Total 



= 6350 
= 99700 



= 117 480 pounds. 



The square inches of bearing surface required is ~ 



470; 



and, as the length is 1 foot 9 inches, or 21 inches, the total width of the 

470 
cast-steel pedestal will be ~ - = 22.4, say 23 inches, or 1 foot 11 

i. 

inches. 

A bearing plate must be riveted to the lower flange where it 
rests upon the pedestal. The pedestal must, be so constructed as to 
allow this bearing plate to set in it. Hand-holes should be provided 
in the casting in order to allow the bolts which connect the casting to 
the girder to be inserted. These bolts should be at least inch in 
diameter. Anchor bolts \ inch thick and at least S inches long should 
be provided and fox-bolted to the masonry. The thickness of the 
metal in all parts of the casting should be at least 1|- inches. The 
details of the pedestal are given in Fig. 164, the length of the bearing 
being made 12 inches so as to allow one rivet to be driven in the 
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fin. 
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1ms is about -4- men, and therefore the holes in the flanges at one end 
of the girder should be made oblong and long enough to allow the 





Fig. 164. Side and End Elevations Showing Construction of Pedestal and Connection 

to Bearing Plate. 

girder to move -J inch, or inch either backward or forward from a 
central position. In determining the length of this slotted hole (see 
Fig. 165), it must be noted that the y-inch bolt takes up part of this 
hole, and therefore its length should be + f = say 12 inches. The 
width of the hole should be sufficient to allow for any over-run in the 
diameter of the bolt. It should be at least 1 ;] inches wide. 
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PROBLEMS FOR PRACTICE 

1. Determine the distance center 
to center of bearings, and the size 
of the masonry plate, for a plate- 
girder of 40-foot span under coping, 
the loading being E 40. 

ANS. 41 ft. 4 in.; 350 square inches. 
(NOTE Interpolate values in Ta- 
ble I, Cooper, p. 30.) 

2. If the girder span is 78 feet 
under coping, and the loading E 40, 

determine the maximum end reaction and the width of the masonry 
plate. ANS. 147 130 pounds- 24| inches. 

78. The Stress Sheet. Plate II (p. 1 72) shows the stress sheet for 



Pig. 165. Slotted Bolt-Hole in Flange at 
End of Girder to Allow for Contraction and 
Expansion Due to Temperature Changes. 
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the girder which has just been designed . It represents the best modern 
practice in that it gives, in addition to the sizes of all the sections, 
the curves for the maximum shears and moments, the rivet-spacing 
curve, and the number of rivets required in the different parts of the 
structure. This general form has been adopted by one of the largest 
bridge corporations in this country, and is to be recommended since 
it gives the draftsman all necessary data and thus prevents the loss 
of time by an inexperienced man in recomputing certain results. The 
results just referred to are the shears, the moments, the rivet spacing, 
and the number of rivets required in the various parts. Formerly it 
was not customary to give this information on the stress sheet, and 
the draftsman was therefore required to do all this computation which 
had previously been worked out by the designer but had not been 
placed on the stress sheet in available form. The laborious process 
of calculating girder sections and estimating costs may be avoided 
by using the tables in the Appendix, page 255 and following. 

DESIGN OF A THROUGH PRATT RAILWAY=SPAN 

79. The Masonry Plan. The same remarks which are made 
in Article 67 apply here. In this case the length of the masonry plate 
is usually determined by considerations relative to the number and 
length of the rollers in the bearing, and not by the bearing per square 
inch upon the masonry, the size of the plate as determined by the 
above considerations being usually much larger than if it had been 
determined by the unit bearing stress. A preliminary design of the 
masonry plate is usually made in a manner similar to that done in the 
case of the plate-girder; or the length of the masonry plate may be 
approximately determined from the following: 



SPAN 


LENGTH OF MASONRY PLATE 


FIXED END 


ROLLER END 


100 feet 
125 " 
150 " 
175 " 


23 inches 
26 " 
28 " 
31 " 


23 inches 
26 " 
28 " 
31 " 



should be taken, in case end floor-beams are not used, to allow for 
the pedestal stones, which are square stones resting directly upon the 
bridge seat, and upon the top of which rest the masonry plates of the 
stringers. Their height must, of course, be such as to keep the 
stringers level. In case these stones are used, their size must be 
determined; and if it is greater than that of the bearing or masonry 
plates, then their size determines the width of the bridge seat and 
the span center to center of bearings. 

81. The Ties. In the design of the ties, as well as in all the 
design which follows, the Specifications of the American Railway 




Fig. 166. Spacing of Stringers and. Kails, and Position of Loads. 

Engineering & Maintenance of "Way Association will be followed. 
Whenever reference is made to these specifications, the number of 
the article will be enclosed in parentheses, as "(5}," which signifies 
that Article 5 of the Specifications is to be referred to. 

The stringers in the bridge in question will be taken 6 ft. 6 in. 
center to center. The maximum loading (7) is such as to bring 
8 333 pounds on one tie, and to this must be added 100 per cent for 
impact, making a total of 16 667 pounds. In order to illustrate the 
method of assuming the distance, center to center of rails, as 5 feet, 
that distance will be used in this case. The maximum moment will 
then be 9 X 16 667 = say, 150 000 pound-inches. The size of the 
tie will be determined as in Article 71, 'the allowable unit-stress 
being 2000 pounds per square inch (5). If a 7 by 9-inch tie is 
used, the unit-stress will be 1 590 pounds. If a 6 by 8-inch tie is 
used, the unit-stress will be 2 340 pounds. It is evident that a 7 



impact (9) will be ( 57:77) = 0.935, and therefore the moment 

^ JL. L ~T" oUU ' 



diagram in cases of single-track bridges of spans less than 250 feet. 

The span which is to be designed in the folloicing articles is a 
through-Pratt with 7 panels of 21 fed each, making a total span, center 
to center of bearings, of 147 feet inches. See Platelll (p. 251) . Rivets 
f inch in diameter will be used throughout, except in channel flanges. 

The length of the stringers end to end will be 21 feet, and accord- 
ing to Cooper's Specifications, p. 32, the maximum moment for the 
live load will be 226 000 pound-feet per rail. The coefficient of 

300 

21 + 300 

due to impact will be 0.935 X 226000 X 12 = 2535000 pound- 
inches, making a total of 5 247 000 pound-inches due to live load. 

The section modulus for any particular beam is equal to the 
bending moment divided by the unit-stress, and this is equal to the 
moment of inertia divided by one-half the depth of the beam. This 
latter quantity is constant for any given beam, and for I-beams may 
be found in Carnegie Pocket Companion, pp. 142 and 143. 

On account of the cheapness of I-beams, they will be used for 
stringers in this bridge; and sufficiently heavy shelf angles will be used 
to take up any distorting influences due to the eccentric connections 
which are unavoidable in this case. In case an I-beam had not been 
decided upon, the stringers would have been small plate-girders with 
a span of 21 feet and depth according to formula: given. They would 
have been computed in exactly the same manner as a plate-girder 
span of 21 feet center to center of bearings. 

Since the dead-load moment cannot be determined until the size 
of the stringer is known, an approximate design must first be made 
by using the live-load bending moment alone; and then, with the 
size determined in this manner, the extra section modulus required 
for the dead-load moment due to the weight of the beam and the 
track must be computed. If this extra section modulus, added to the 
one previously determined, is greater than that given by the beam in 



question, a larger size beam must be used and a recomputation made. 
The section modulus (17) required for live load only is ' 

= 327.9. As this is too large for one beam, two beams will be used, 
thus giving a required section modulus of 164 for one beam. Two 
24-inch 80-pound I-beams will be used, giving a total section modulus 
of 2 X 174 = 348. 

Assuming the rails and ties to weigh 400 pounds per linear foot, 

the dead load per linear foot per stringer is SO -i = ISO pounds. 

The dead-load moment is therefore = 119 000 

o 

pound-inches. This requires an additional section modulus of 
* = 7.45. This, added to the 164 as determined above, makes 

a total required section modulus of 171.25, which, being less than 
174 (which is that for one I-beam), indicates that the above chosen 
beam is sufficient in strength, and it will therefore be used. 

The number of rivets in the end connections Avill now be deter- 
mined. The total end reaction for one I-bcam is equal to the weight 
of one-half the beam, one-eighth the track in the panel, and one-half 
the maximum live-load reaction for one rail. These quantities are: 

J Live-Load Reaction =- ' - =25 700 pounds. 

Impact = 25 700 X 0.935 = 24 030 " 

Weight of Track = 40 * 21 = 1 050 " 

o 

Weight of Stringer = ^ X80 = 840 " 

Total =51 G20 pounds. 

The coefficient of impact is that for a loaded length of 21 feet. 

From p. 40, Carnegie Pocket Companion, column 6, it is seen 
that the longest connection angle which can be used with a 24-inch 
I-beam is 20|, say 20 inches. In this case the thickness of the con- 
nection angles must be - - =0.26 inch; but according to (38), 



determination ot the rivets tor this condition will be made under the 
next article. The bearing value of a -J-inch rivet in a -J-inch plate 



(19) is I- X X 24000 = 10 500 pounds, and therefore 



51_100 
10~500 



= o 



shop rivets are required in bearing in the web of the stringer. The 
value of a -inch shop rivet in single shear (IS) is 0.6013 X 12 000 = 
7 220 pounds, and the number of rivets required to prevent shearing 

between the connection angles and the webs is ''-- = 7 shop rivets. 
The value of a --mch field rivet in single shear (18) is . 0013 X 10 000 
= 013 pounds, and therefore fl mQ = 9 field rivets are required to 
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Floor Beam Web 



/I-beam. Web 



6013 

connect the connection angle to the web of the floor-beam, 
tioned above, the number of rivets 
in bearing in the web of the floor- 
beam will be determined in the 
next article; and if the number 
required for bearing is greater 
than 9, then that number must 
be used instead of 9. Fig. 167 
shows the connection of the 
stringer to the floor-beam web, 
and also the number of rivets as 
determined above, in their proper 
positions. The distance between 
the webs of the stringers must 
be such as to prevent their flanges from touching at the top. 

The stringers should be connected at the bottom by a system of 
lateral bracing of the Warren type. The size of these angles cannot 
be determined by theoretical considerations, but is usually chosen to 
be 3-J- by 3 by -|j-in. See Plate II (p. 1 72) for the general arrangement 
of this bracing. 

83. The FIoor=Beams. All floor-beams should be of sufficient 
depth to allow the use of small-legged connection angles at the ends 
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Fig. 107. Connection nf Stringer to Floor 
Beam Web; also Number of Rivets. 
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sufficient bearing may be given so that the rivets for the stringer 
connections will not require the stringers to be of too great a depth. 
The depth of the floor-beam will, of course, vary somewhat with the 
length of the panel and with the loading, but should not be less than 
36 inches in any case. A. considerable variation in the depth will 
not affect the weight of the floor-beam or the bridge to an appreciable 
extent. A good plan is not to exceed a depth of 5 feet, with panel 
lengths of 25 feet and E 50 loading. In this bridge the depth of all 
intermediate floor-beams will be taken as 48 inches. It is good 
practice not to consider -J- the web area when designing flanges of 
floor-beams and stringers, and the design here given does not consider 
the web as taking any bending moment. 

The design of an intermediate floor-beam will now be made. 
The loads for which it is designed are the floor-beam reaction due to 
the live load (see Cooper, p. 32), the floor-beam reaction due to impact, 
the dead weight of the stringers and track, and the weight of the beam 
itself. The latter weight is distributed uniformly over the entire 
length of the beam, and the other loads act as concentrated loads 
spaced 6 feet G inches apart at equal distances from the center. 
The computation of the concentrated loads is as follows: 

Live Load = 08 000 pounds 

Impact = G8 000 X ( ^-'ip^oQ ) (i 50 " 

91 y 9 V SO 

Dead Load of Stringer = 2 ( L_O._ *.?_" ) . . 3 ,320 ' ' 

2i 

Dead Load of Track = -~ X 21 4 200 11 ' ' 



Total = 136 020 pounds. 

The moment at points under the loads (see Fig. 168) is 136 020 
X 5.25 x 12 = 8 575 000 pound-inches. This is due to the con- 
centrated loads only. The weight of one floor-beam maybe approxi- 
mately determined by the same formula as used to determine the 
weight of plate-girder spans; only, in place of the length of the span, 
the length of the panel must be substituted. The total weight of the 
above floor-beam, then, is: 



making a total moment at the center of the beam of 8 575 000 + 80 700 



5'- 3" 



17-0" 



Fig. 168. Diagram Showing Loads on Floor-Beam. 





L.M. 



1 1- o' Center to Center 



= S G55 700 pound-inches. Note that the dead-load moment at the 

center of the beam is added to the concentrated-load moment at the 

point where the concentrated load is applied. This will give the 

total moment at the center of the beam as shown by Fig. 169, since 

the concentrated-load moment is 

constant between the points of 

application. The end shear is 

readily computed to be 136 020 

+ 1 580 = 137 600 pounds. The 

curves of moments and shears are 

shown in Fig. 169. 

The total depth of the floor- 
beam, back to back of angles, is 

4SJ inches ; and the effective depth Fig m Shear and Momem Diagram 
will, for approximate computa- 
tion of the flange area, be taken as somewhat less, say 44^ inches, 
since the flange angles will probably be 6 by 6-inch and the center 
of gravity of most of these angles lies about If inches from 

the back. The approximate flange stress is =194 500 

.;. , 194500 

nnrt tno rpmiirpn npt PTPa. I 17) Will he . r~ 




rivet-holes will be taken out of the top flange, and only one rivet- 
hole will be taken out of the vertical flange. 

Two 6 by 6 by -j}-inch angles give a gross area of 7.11 square 
inches each, and a net section of 7 . 11 . 625 = 6 .485 square inches 
each, or 12 . 97 square inches net for both. As this is near the required 
area, these angles will be taken; and a recomputation will now be 
made with the actual effective depth, in order to see if sufficient 
variation in the areas occurs to require another angle to be taken. 
The actual effective depth is now 48.} -2X1. 73=44.79 inches; 
and making computations with this, it will be found that a net area 
of 12.10 square inches is required. As this is practically the same 

as was determined at first, no 
change will be made in the size 
of the angle. 

The web is to be designed 
for a total shear of 137600 
pounds. The required area (18) is 

137600 1Q -- . , 

= 13.76 square inches, 



Shot 



7 5hop 



n Reid 
7 5hop 



l"Web of I-beam^ 



5 Web of I-beam-; 



-7 .Shop 
Field 



Floor Beam Web 



10000 

and the required 
13.76 



thickness is 
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Fig. 170. Calculation of Number of Rivets 

through Connection Angles of Stringer 

and Floor-Beam Web. 



count of the Specifications (38), 
-| inch must be used. The web 
will accordingly be 48 by -inch. 

The determination of the number of rivets which go through the 
connection angle of the stringer and the web of the floor-beam can 
now be made. The value of a -inch field rivet in bearing in a f-inch 
plate (19) is X | X 20 000 = 6 560 pounds, and the total number 



required in one connection angle will be 



136020 ,-, fi n , 
-_--= 11 neld rivets 



2X6 560 



(see Fig. 170). 

The pitch of the rivets in the 
determined by the use of the formula: 



flange can 



in this case be 



of the effective depth will not change, and it can therefore be used in 
the above equation instead of considering the value of the distance 
between rivet lines. The shear being practically constant from the 
connection of the stringers to the end of the floor-beams, the rivet 
spacing will be constant in this distance. It will be : 
7SSO X 44.79 _ 



137GOO - " 

the value of a --inch shop rivet in bearing in the -f-inch web being 
-J X f X 24 000 = 7 880 pounds. This is seen to be less than 2f 
inches; but, as the angles have 6-inch legs, this spacing can be used in 
a horizontal direction ; and the distance from center to center of rivets, 
which will be placed in rows on two gauge lines, will still be greater 
than 2-| inches. 

The shear between the stringer connections is practically zero, 
and therefore the spacing will be very large. Being over 6 inches, it 
will be subject to (39) . 

The connection angles at the ends of the floor-beams will be 
taken, as 6 by 3| by f-inch, the 6-inch legs being against the web of 
the floor-beam. The other legs are chosen small in order that they 
may fit into the channels which will very likely be required for the 
posts; and according to column 6, p. 54, Carnegie Pocket Companion, 
only SJ inches is available for this purpose. This 8J inches is taken 
from a 10-inch channel, since this is the smallest channel that can be 
used which will give room for connection and yet be in accordance 
with the Specifications. This is due to the fact that its web (38) is 
greater than f inch. The rivets which connect the end angles to the 
floor-beam web are shop rivets, and those which connect the end 
angles to the posts are field rivets. Since the size of the post is not 
known, the thickness of its metal, of course, cannot be used, and 
therefore the number of rivets required in bearing in the post cannot 
be determined at this time. 

The number of shop rivets required through the end angles 
and the floor-beam web is governed by the bearing of the rivets in the 
f-inch w r eb of the floor->beam. The value of a |-inch shop rivet in 
bearing in a f-inch web (19), as has just been computed, is equal to 
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Fig. 171. Position and Number of Rivets 
to Connect End Angles with Posts. 



cing which may be required by 
conditions other than those of 
design. 

The design of the end floor- 
beam is somewhat different from 
that of the intermediate floor- 
beams in that the load which 
comes upon it is considerably 
lighter, since this floor-beam 
takes the dead load of only one- 
half the panel and the live load 
due to the maximum end reaction 
for a stringer length instead of 
the floor-beam reaction for the 
stringer length (see Cooper, p. 
32). 



The maximum end shear is computed as follows: 

End Shear for 21-foot Span 51 400 pounds. 

Impact = 51 400 X (o^^nion) 4S " 

Dead Load of Stringers = .. 



Dead Load of Track = -^-^-. 



1 680 



2 100 



Total 103 180 pounds. 

The maximum moment due to the above load is 103 ISO X 5 .25 
X 12 - 6 500 QUO pound-inches. The weight of the beam may be 
assumed as 3 160 pounds. This is the same, as was computed for the 
intermediate floor-beam, but will be used for this beam, since the size 
of the web will be the same as in the others; and, although the flange 
area will be less, the end connections will be somewhat heavier owing 
to the connection of the beam to the end-post and the roller bearing, 



212 



noor-Deam to DC aoout me same as tnat 01 tne intermediate ones. 
The total moment at the center will then be 6 500 000 + 80 700 = 
6.580 700 pound-inches. 

The depth of the end floor-beam will be somewhat greater than 
the depth of the intermediate floor-beams. This is due to the fact 
that it extends downward a greater distance, resting upon the bearing 
plate, which comes directly upon the top of the rollers. The exact 
depth cannot, of course, be determined until after the roller bearings 
are designed; but it may be safely assumed as four or five inches 
deeper than the intermediate floor-beams, and in case this is not 
enough, the draftsman can easily fill in the remaining distance with 
filler plates, as this distance will not be very great. In case this depth 
is too great, the flange angles may be bent upward at the end, or a 
re-design may be made. 

The depth will be assumed as 52 inches in this case. The 
effective depth will be assumed as 48 inches, and this gives an approxi- 
mate flange stress of 

6 580 700 n __ nnn , 
- - = 137 000 pounds, 
-lo 

and an approximate net flange area required of 

137000 _ ._ 

"OTOOO" " square inches. 



A 6 by 6 by ^Q-inch angle gives a gross area of 5.06 square 
inches, and a net area of 5.06 (- + ) rV = 4.62 square inches. 
A recomputation with the true effective depth requires 8.42 square 
inches net. Two of these angles give 9 .24 square inches; and as this 
coincides very closely with the required area, it will be used. The 
size of the web plate is 52 by -inch. 

The pitch or spacing of rivets in the flanges is: 

7 880 x 48 , co . , 
-T04T6T = 3 - 62lnches ' 

The maximum end shear as above computed is taken by two 
stringers; and therefore the number of rivets required in bearing to 
form the connection between the stringers, connection angles, and 
the floor-beam web is, for each angle: 



The number of rivets required in the end angles on the floor- 
beam is : 

104 760 . . , . , 
78SO = 14 shop rivets. 

These rivets go through the web of the floor-beam. The connection 
of the floor-beam to the end-post is made by means of field rivets and 
a large gusset plate. This gusset plate is usually inch in thickness. 
The number of rivets through the end connection angles and this 
gusset plate is governed by single shear, since the rivets will shear off 
between the angles and the gusset plate before they will tear out of 
the gusset plate, as the value of a rivet is greater in bearing than in 
shear. The number required is: 
104 760 



013 



= 18 field rivets. 



The general arrangement of the intermediate floor-beams is 
shown in Fig. 172. The ends of the lower flange are bent up as 
shown, in order to allow the I-bar heads or any other section of the 
lower chord to have clearance. This makes it necessary for the floor- 
beam web to be spliced at the ends, as shown. The distance which 
this plate should extend above the floor-beam proper depends upon 
the distance which the lower chord is bent up. In any case the length 
of the connection on the post should be at least equal to the depth 
of the floor-beam. Two splice plates, one on either side of the web, 
are placed here in a manner similar to that of a splice as designed in 
the plate-girder when shear only was considered. Here shear only is 
considered, and the number of rivets which must be on each side of 
the splice will be : 

137640 ._ , 

-7880- -is shop nvets. 

The 7 8SO which occurs in the above equation is the value of a |-inch 
rivet in bearing in a -jj-inch plate (19). Inspection of Plate II (p. 
172) will make this design clearer. Plate II also shows the shape of 
the end floor-beams. 

The small shelf angle shown in Fig. 172 should have sufficient 
rivets to prevent any twist of the stringers due to their being con- 



3 X 7 220 



5 shop rivets in single shear. 



84. The Tension Members. Tension members usually consist 
of long, thin, flat plates with circular heads forged upon their ends. 




Fig. 17S. General Arrangement of Rivets, Splices, Connections, etc., for Intermediate 

Floor-Beams. 

These circular heads have holes punched through their centers and 
then very carefully bored. Through these holes are run cylindrical 
bars of steel called pins. These pins connect, them with other mem- 
bers of the truss. See Carnegie Pocket Companion, p. 118, for I-bars. 
The I-bars given are standard I-bars; and while departure from these 
Avidths and minimum thicknesses may be made, it may be done only 
at great cost to the purchaser. Note that there are no standard 
9-inch I-bars. The thicknesses given are the minimum thicknesses 



width, cannot ne obtained; but on me contrary tnicKcr oars 01 tnat 
width can be obtained, and this should be done, the minimum thick- 
ness as given, in the table being avoided if possible. 

It has been found that bars which have a ratio of thickness to 
width of about one-sixth give good service and are easy to forge. 
This relation gives us a rough guide which will enable us to determine 
the approximate width and thickness of any bar of a given area. 
Once the approximate dimensions are determined, the actual dimen- 
sions can be chosen from the market sizes of the material (see Car- 
negie Pocket Companion, p. 118). 

An expression for the approximate depth of the bar will now be 
derived by using the above relation. 

Let A Area of bar, in square inches; 
d = "\Yidth of bar, in inches; 
t = Thickness of bar, in inches. 

Then, 

td = A ; 
also, 



Substituting the value of /. in the expression for A, there results: 

,/= VGA. 

The stresses in all the members in the truss under consideration 
are computed by the method described in Part I, and are placed on 
the stress sheet, Plate III (p. 251). In the succeeding design, the 
student should obtain his stresses from Plate III without his attention 
being again called to the matter. 

Table XXIV gives the tension members and .their dead-load, 
live-load, impact, total, and unit stresses (15), together with the 
required- area, the number of bars, the approximate depth of bars, 
and the final sizes used. 

The first seven columns in Table XXIV are self-explanatory. 
The number of bars to be used in any particular case is a matter of 
judgment. One fast rule is that an even number of bars should 
always be used, except in the case of counters, inhere one is pcrmis- 
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cessively large pm 
Avould be required, 
and accordingly a 
very large head on 
the I-bar in pro- 
portion to its width 
all of which are 
very undesirable 
and costly. In gen- 
eral the number of 
I-bars should be as 
small as possible, 
and they should be 
so chosen that the 
widths of the chord 
members increase 
from the ends to- 
ward the center of 
the truss, and the 
widths of the diago- 
nals decrease from 
the ends toward the 
center of the truss. 

The area of one 
bar is obtained by 
dividing the total 
stress by the num- 
ber of bars and also 
by the allowable 
unit-stress. Thus, 
for the member 
L 2 U V for example, 
the required area 
of one bar is : 

295 100 = 9 22 



d = V 6 X 9 . 22 = 7 . 44 inches. 

As this is nearer 7 than 8 inches, a 7-inch bar will be chosen; and 
consulting the Carnegie Pocket Companion, for an area which 
will be equal to or in excess of 9.22, it is found that a l-inch bar 
satisfies this condition, and therefore the section of this member 
consists of two bars 7 by If inches. 

According to (SO), the first two sections for the lower chord are 
to be made of built-up members. This requires that instead of 
I-bars they are to be made of angles and plates, or, in case the stress is 
light, of channels. The depth of the section is limited by the size 
of the greatest I-bar head. As the diameter of the I-bar head depends 
upon the size of the pin, it cannot of course be determined accurately 
before the pin is designed. It is customary to assume the largest 
head, and to design the section so as to clear this. The size of the 
largest head for bars of given width is given in the Carnegie Pocket 
Companion, p. 118. 

The design of the member L L 2 will depend upon the size of 
the largest head of the 7-inch I-bar of the member Z7 1 .L 2 . This is 17v, 
inches; and in order that the head may have some clearance, it will 
be necessary to add 4- inch to the top and the bottom, making a total 
of 18^ inches. Since the flange angle, as in the case of plate-girders, 
will extend over the plate about -| inch, the plate itself may be IS 
inches wide and still give sufficient clearance. 

The total stress is 234 200 pounds, and the allowable unit- 
stress (15) is 16 000 pounds per square inch. The required net 
area, then, is : 

234 200 



16000 



= 14 . 64 square inches. 



According to the Specifications, the thickness of the plate cannot be 
less than inch. The gross area of two 18 by -J-inch plates is 13.5 
square inches, and the gross area of four 3^ by 3-?,- by f-inch angles, 
which are assumed to be sufficient, is 9 . 92 square inches, thus making 
a total gross area of 23 . 42 square inches. If 5 rivet-holes are assumed 
\o be taken out of each web, and one rivet-hole taken out of each 



Out of webs, 2X5 (I + -1) X jj- = 3.75 sq.in. 
Out of angles, 4 (J- + J) X g . . == 1 .50 " " 

Total = 5.25 sq. in. 

The net area of the section is now determined to be 23 .42 5 .25 = 
18.17 square inches. This is somewhat greater than the required 
net area, but must be used, for according to (39), these are the smallest 
and thinnest angles that may be used. 

Figs. 173 and 174 show the cross-section and the general detail 
at L 2 . The width of the member cannot be determined until after 
the section of the end-post is 
computed, since it must fit inside 
of the end-post, the horizontal 
legs of the angles being cut off to 
allow this. The end-post, Arti- 
cle S7, is 14J- inches inside. If it 
is assumed that all the pin-plates 
on the end-post are placed on 
the outside, and all those at L 
on L L 2 are on the inside, then 
the width of L L 2 , back to back 



v4 or less 
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153" or less 
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Fig. 173. Cross-Seetior Shewing Construc- 
tion of Lower Chord Member 



of plates, must be 14 (2 X \ 
2 X ij) = 12} inches or less, 

clearance being allowed 
between the sides of the angles and the web plates of the end-post 
(see Fig. 173). 

The total net section through the pin-hole at L 2 (26) must be 
1} X 18.17 = 22. 7 square inches, or 11.35 square inches for one 
side. The plate which is to increase the section must be on the out- 
side, since the intermediate post U 2 L 2 and the two I-bars of member 
U 1 L 2 must go inside. The gross width of this plate is 11} inches (see 
Fig. 174), and the net width is 2w = 11} 5 = 6} inches. The 
net area through the pin is: 

Two 3-| by 3 by -in. angles = 4.96 square inches. 

One 18 by f-in. plate = (18-5)Xf = 4.88 

Total = 9.8-i square inches. 



Sufficient bearing area must be provided at this point. The 
total stress is 234200 pounds, the total bearing area required is 

234 200 

-' . = 9.76 square inches, and the total thickness for one side is 

.ZTC UUU 

9 . 76 

'...:. = o . 976 inches. Since the thickness of the web is 4- inch, the 
2. X o 

pin-plates must be . 976 . 50 = . 476 inch (say \ inch) thick. 
A ^-inch pin-plate must be used, and as the total thickness of the 

bearing area is now 1 .00 inch, this pin-plate will take - X ' ---- - 

.1 . UU 

= 58 550 pounds. The joint is weakest in shear, and will therefore 

.58550 
require - - = 8 -t- (say 9) shop rivets. 

In case it is necessary to put the member UjL 2 on the outer side 
of L Q L V then the outer legs of the upper angles must be cut off to allow 
U^ to pass. This will decrease the section by an amount (3 f ) 
X f = 1 . 20 square inches. Considering the pin-plate, which is 
(18 - 2 X 3) - i = 111 inches, the i inch being allowed for 
clearance between the edges of its flange angles, the total net 
section through the pin-hole on one side will be: 

One Angle 3| by 3 by f-in. = 2.48 square inches 
One Cut Angle 3| by 3 by f-in. = 1.28 " 
One Web (18-5) J sq. in = 6.50 " 

One Pin-Plate (Hi -5) sq. in. = 3.13 " 

Total =13.39 square inches. 

This is greater than 11.35 as required, and is therefore safe. 

The distance from the center of the pin to the end must now 
be determined (28) . The total net section of the body of the member 
is 18.17 square inches, or 9.09 square inches for one side, and the 
thickness of the web and the pin-plate is 1 inch. The distance from 

9 09 
the pin to the end of the member is then - L ~ = 9| inches, and the 



. t 

distance to the center of the pin is 9|+^- = llf, say 12 inches (see 



Fig. 174) . Rivets should be countersunk where necessary to prevent 
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At point L of this member, the pin is 6| inches in diameter, and, 
as previously mentioned, the legs of the angles are cut (see Fig. 175). 

9 . 76 
The total bearing area required for one side is '- = 4.88, and the 

4 88 

required thickness is ' ' = 0. 781 inch. Subtracting the thickness 
D.25 

of the -j-inch web from this gives 0.281 inch. A pin-plate |- inch 
thick must be used. 

The net area through the pin (28) must be 11 .35 square inches. 





Elevation and Section Showing Pin Connection at End of Truss. 



This net area, remembering that the angle legs are cut and therefore 
their area is that of a bar 3 by -inch, computed for one side, is as 
follows : 

Two Angles, legs cut, 3 by 3-J by -|j"in. = 2.G2 square inches 
One Web 18 X $ - 6} X $ sq. in. =5.88 " " 

One Pin-Plate 11J X f - 6{ X $ sq. in. = 1 .87 " " 

Total 10 . 37 square inches. 

This shows the section to be deficient, and the thickness of the pin- 
olate must be made \- inch. This sives a net area through, the pin 



U.WLILUU. 
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be i 7 u inch, the distance c being 17. 25 X secant 45 = 2 ft. O^ in. 

The design of the hip vertical = t/\Z/i is also made in accordance 
Avith (82) of the Specifications. It will be assumed that the section 
consists of one 8 by f-inch plate, and four 3| by 3| by f-inch angles, 
since this is the lightest section that may be used according to the 
Specifications, the 8-inch plate being chosen as it gives some clearance 
between the inner edges of the legs of the angles. 

The total stress in the member is 141 GOO pounds, and the unit- 
stress is 16 000 pounds per square inch, thus requiring a net area of 
8.85 square inches. The plate gives a 
net area of 2.25 square inches, and the 
four angles give a net area of 6.92 square 
inches, making a total of 9.17 square 
inches, two rivet-holes being taken out of 

each angle, and two out of the web, at J~sx|piate 

any particular section. The net area is 
somewhat greater than that required, but 
must be used, as this is the minimum sec- 
tion allowed by the Specifications. Fig. 
176 shows a cross-section of this member Fi e- 17 - 
as above determined. 

This member will be connected to the upper chord and end-post 
by means of a pin which is 6| inches in diameter, the diameter of the 
pin being determined later. The total stress is 141 600 pounds, and 
this will be taken by two plates, one on either side of the member. 
The net section of the member is 9.17 square inches, and the section 
through the pin (28) must be 25 per cent in excess of this, making a 
total of 11.46 square inches, or 5.73 square inches for each plate. 
The total width of these plates will be taken as 12 inches, and this 
(see Fig. 177) will make the required thickness: 

5.73 5.73 , __ . , 
r~ = ', , r . n ~ = 1 .00 men. 
2c 12.00-G.95 

Fig. 177 shows the details of these pin-plates. Since the above 
thickness is too great to be punched in one single piece, the above 
thickness will be made no of two plates, each inch thick. The 
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Vertical 
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is 12.00 X - = 6.00 square inches for one side, or 12.00 square 
inches for both sides. As this is greater than the 8 . 85 square inches 
as above computed, the area at A- A is sufficient, as is also the width 
of the plate, which was assumed as 12 inches. 

One of the plates will be riveted directly to the member, and the 
other will be riveted to it as a pin-plate. The section back of the pin 
(28) must be equal to the net section in the body of the member. The 
net section is 4.54 square inches for one side, and the total thickness 




1 1 

1 



Fig. 177. Connection of Hip Vertical to Upper Chord and End-Post. 

of the pin-plates is 1 . 125 inches, making the distance from the end 

4 54 

of the member to the pin ~^c= = 4 inches, and the distance to 

1 ,IZo 
r i 

the center of the pin 4-J + -~= 7 inches. 

z 

The joint between the plates and the main member will be weak 
in shear, the rivets tending to shear off between the -inch angles and 
the plate, and also between the two plates themselves. As each side 
takes one-half of the above stress, the number of rivets required to 
connect the plates to the main member will be : 

141600 + 2 1A , 
= 10 snon rivets. 



pan LUUSI ue greater man one-nan me diameter or me largest i-Dar 
head that is, 17^ -r- 2 = say, 9 inches. 

At the lower end, this member is connected to the bottom chord 
by means of a couple of clip angles and four or five rivets. Only 
sufficient rivets are required -to prevent the sagging of the bottom 
chord, since the floor-beam is connected to the hip vertical above the 
lower chord, and hence no stress comes on the joint at the lower end 
(see Fig. 178). 

The width of the plate has been assumed as 8 inches. This 
width is liable to be changed after the design of the intermediate 




Fig. 178. Connection of Hip Vertical to Lower Chord. 

posts has been made, since it will be economical to have all the inter- 
mediate floor-beams of the same length; and therefore the width of 
this plate will be changed so as to make the width of the hip vertical 
the same as the width of the intermediate posts. 

85. The Intermediate Posts. The post U 2 L 2 must be designed 
to stand a total stress of 1G3 600 pounds. Where possible, it is 
economical to make the intermediate posts out of channels, as this 
saves a large amount of riveting. As seen by the stress sheet, the 
length of these posts is 30.1 feet center to center of end pins. It is 

usually required that must not. be more than 100, and this con- 
dition requires that the least radius of gyration cannot be less than 



mini me conditions, me area or two or tnese channels is I/. 04 
square inches. The unit allowable stress (16) is: 

on 1 y 1 2 

P = 16 000 70 X . = 10 090 pounds per square inch. 

rr .^0 

r -, i i j . u 163600 1f 

The required area is then determined to be ~YQ~Qg(r = lb -^ square 

inches; and as this coincides very closely with the area given, these 
channels are efficient and will be used. 

Fig. 179 shows the cross-section of this post. The radius of 
gyration which was used above was the radius of gyration of the chan- 
nels about an axis perpendicular 
to their web. The radius of gyra- 
tion of the entire section about 
an axis perpendicular to the 
web will be the same as that of 
one channel. In order to have 
the sections safe, the radius of 
gyration about the axis B-B must 
be equal to or greater than the 
other. The radius of gyration 
about the axis B-B can be in- 
creased or decreased by spacing the channels. The exact distance 
which will make the two rectangular radii of gyration equal may 
be determined by the methods of "Strength of Materials," or it 
may be found in columns 14 and 15 of the Carnegie Pocket Compan- 
ion, p. 257. For any particular case it is equal to the value given in 
column 14, plus four times that given in column 15. For the channels 
under consideration, it is equal to 7.07+4X0.677 = 9.78 inches. Any 
increase in this distance will only tend to increase the radius of 
gyration about the axis B-B, and will make the post safer about 
that axis. 

Fig. 179 shows a diaphragm. The web of this diaphragm cannot 
be less than inch, and the size of the angles cannot be less than 3^- 
by 3- by -1-inch, as this is the least allowed by the Specifications. The 
function of this diaphragm is to transfer one-half of the floor-beam 
reaction to the outer si HP of the nost. The vivnts whirli rnrmprt thp 




Fig. 179. Cross-Spft.ion cf Intermediate 
Post, Showing Diaphragm. 
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angles to the diaphragm web are shop rivets, and (see design of floor- 

, , " , 137 600 , ^ . , . , 

beam) must be - . = 9 in number. The rivets which connect 
2i X 7 8oO 

the diaphragm angle with the outer channel of the post are also shop 

. , , 137600 in . , _ , ., 

rivets, and are -- ^-^r 10 in number, 5 on each side. The 

j\ i Zi\j 

same rivets which connect the floor-beam to the post go through 
the diaphragm angle on that side of the diaphragm next to the cen- 
ter of the bridge, and must therefore be field rivets and take the 

1 ^?7 fiOD 
entire floor-beam reaction. These must be ~^-^ = 23 in number, 

12 on each side. The exact distance, back to back of the channels of 
the post, cannot be determined until after the top chord has been de- 
signed, since the post must slide up in the top chord and also leave 
room on each side for the diagonal members of the truss. The 
width is determined by the packing of the members at joint L 2 (see 
Fig. 174), and is found to be 9J inches. Since this is less than that 
required above, the post must be examined for bending about an axis 
parallel to the web of the channels. 

According to the methods as discussed in the textbooks on 
"Mechanics" and "Strength of Materials," the moment of inertia 
about this axis is found to be 2S6.42, and the radius of gyration 

3.96. The unit allowable compressive stress is then computed to 

i c* 9 c* r\c\ 
be 9 580 pounds per square inch, and the required area = 

u OoU 

17.10 square inches, which, being less than 17.64, shows the section 
to be safe. 

This member is connected to the top chord at its upper end by 
a 5-inch pin. The total stress is 163 600 pounds, and the total bear- 

. , . 163 600 _ . , o . . , 

mg area required is ~^r^-~ ~ 6-8 square inches, or 3.4 square inches 



means of the pin-plate, which is 0.375 inch, is -X 



O.I 



= 34 600 pounds. This plate will tend to shear off the rivets between 

it and the channel web, and therefore = 5 shop rivets are 

required. 

The stress that is shown on the stress sheet is the stress in the 
post above the floor-beam. The stress in that part below the floor- 





Fig. 180. Arrangement of Plates, Rivets, Pin, etc., at Connection of Intermediate Post 

to Top Chord. 

beam is equal to the vertical component of the diagonal in the panel 
ahead of the post in question. In this case it is the vertical com- 
ponent of the stress in UjL v and is equal to 242 000 pounds, and this 

* i u 242000 , 

requires a total bearing area of -- nA -- = 10.1 square inches, and 



a total thickness of 



10.1 



24000 
= 1.01 inches on each side, the pin being 

* x\ v 

5 inches in diameter. From this total thickness must be subtracted 
the thickness of the web of the channel, and this leaves 1 .01 - .513 
= 0.497 inch as the total thickness of the pin-plates required. This 
shows that we must use one $-mch plate. The total thickness of the 
bearing area is now 0.51 3 + 0.50 = 1.013 inches. 



Each plate takes a total stress of 



.0.50 _ 242 000 



i ma 



9. 



= 59700 



required will be = 9 rivets in single shear. The detail will be 



I ^jwv 

similar to that in Fig. 180. 

The distance, back to back of the channels in this post/ will 
probably not be greater than 12 inches, and this will make the dis- 
tance between rivet lines about 9 inches. According to (46), the end 
tie-plates must be at least 9 inches long and of course 12 inches wide. 

9 

The thickness cannot be less than = . IS inch, but they will be 

50 

made f inch (38). Between the tie-plates the channels will be con- 
nected by means of lattices. The Specifications (47) require that 

they should not be less than 2J inches in width and (1 .414 X 9) = 

0.318 (say f) inch in thickness. Table XXV gives the thickness of 
lacing bars for any distance between rivets. 

TABLE XXV 
Thickness of Lacing Bars 
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A width of 2;} inches is chosen above, since according to Carnegie 
Pocket Companion, p. 212, a f-inch rivet is the largest which can be 
used in the channel flange. 



^rmnA f 



The required area is 



P = 16 000 - 70 X - 

87000 
9080 



3.6G 



= a USU pounds. 



= 9.60 square inches. Since the 



total area of the two channels is 11 .76 square inches, and the required 
area is 9.6 square inches, it is seen that they do not coincide very 
closely. These channels, however, will be used, since the thickness 
of the web is the thinnest allowed by the Specifications, and the 
width of the channels is the smallest that can be used and still give 
sufficient room to make the connections with the end connection 
angles of the floor-beams. 

The lower end of this post also has a diaphragm which must 
transfer half of the stress to the outer channel of the post. The sides 

of the diaphragm are the same 
as in the posts previously de- 
signed ; and the number of rivets 
required is computed in a simi- 
lar manner and found to be as 
indicated in Fig. 181, which 
shows the cross-section of this 
post. 

At the upper end the bear- 
ing area required on one chan- 
nel is ' = 1.814 square inches, and the thickness required 

2 X 24 000 i * 




Fig. 181. Cross-Section of Intermediate 
Post. 



IS 



1.814 



= 0.363 inch, a 5-inch pin being used. As the web of the 



channel is 0.382 inch thick, it will give sufficient bearing area 
without pin-plates. 

At the lower end, the vertical component of U. Z L 3 is 157 500 
pounds. The bearing area required on each side of the post is 

157500 00 . , i ,i ,i i .3.28 . __ 

= 3.2cS square inches, and the thickness is - = O.ou 

& /C ^4 UvJU o 

inch. The thickness of the channel web being . 382 inch leaves . 660 
0.382 = 0.278 inch as the required thickness of the pin-plate; 



39 000 



" 0.757 2 

pounds, and this requires <J ~~ = 6 shop rivets in single shear. 

The distance, back to back of channels, will be the same as in 







( 



o^ 



Fiir 18" End and Side Elevations Showing Detail of Construction at Lower End of 

Intermediate Post. 

U 2 L 2 , and therefore the tie-plates and lacing bars will be the same. 
Fig. 182 gives a detail of the lower end of U 3 L S . 

86. The Top Chord. The top chords of small railway bridges 
may be made of two channels laced on their top and bottom sides. 
This is not very good practice, since it leaves the tops of the channels 
open and lets in the rain and snow, which tends to deteriorate the 
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two channels and a cover-plate. In this 
case it is necessary to place small pieces 
called flats upon the lower flanges of the 
channel, in order to lower the center of 
gravity of the section and to bring it near 
the center of the web. This section makes 
a very economical section in that it saves 
much riveting. On account of channels 
being made only up to 15 inches in depth, 
the use of this section is quite limited owing 
to the fact that it is not deep enough to 
allow the I-bar heads sufficient clearance, 
for the I-bar heads in bridges of even ordi- 
nary span will exceed this amount. 

The most common section is that which 
consists of two side plates, four angles, and 
one cover-plate. Sometimes this section 
has flats placed upon the lower angle in 
order to lower the center of gravity, as ex- 
plained above. According to (35), the sec- 
tion should be as symmetrical as possible, 
and the center of gravity should lie as near 
the center of the web as is consistent with 
economy. 

In case the stress is great enough to 
demand a heavier section than that above 
described, additional plates are added upon 
the sides of the original plates, and heavier 
and larger cover-plates and angles are used. 
Fig. 183 shows different types of chord sec- 
tions. 

Ir addition to the cover-plate being 
designed to withstand the total stress, close 
attention must be paid to (44). This clause 
has been inserted on account of practical 



the required net area as determined by the formula for the allowable 
unit compressive stress. 

The design of the first section of the top chord will now be made. 
Here, as in the case of the first sections of the lower chord, the 
diameter of the head of the greatest I-bar determines the width of the 
plates in the section. The head of the 7-inch I-bar which constitutes 
the member ~UJj 2 is 17-J inches, and, allowing a clearance of |- inch 
on either side of the head, the total depth inside the chord should be 
18 inches. As in the case of the lower chord, plates 18 inches wide 
may be used. 

The size of the angles to be chosen is a matter of judgment. 
Usually any size should be chosen at first, and the preliminary design 
will indicate at once what size should have been taken. For this'case, 
3-2- by 3 by f -inch will be assumed at first. 

For sections of this character, the radius of gyration is approxi- 
mately equal to 0.4/i, in which h is the height, or rather the width, 
of the side plate. The approximate radius of gyration is r = .4 X 
18 = 7. 2 inches, and the length is equal to one panel length, or 21 
feet. The allowable unit of stress (16) is: 

P = 16 000 - 70 X ^-f~- = 13 550 pounds. 

/ .2i 

449 500 

The required area is- Q ~ = 33.2 square inches. The correct 
Id 55U 

proportion for sections of this character is that . 4 of the total area 
should be taken up by the web. The area of the web would then be 
0.4 X 33.2 = 13.28 square inches, and the thickness would be 

13 28 
' = 0.37 inch. According to this, a f-inch plate should be used, 



2 X 18 

but (44) requires that it shall be '-- = 0.483 inch or thicker. 

ou 

Therefore an 18 by Wnch plate must be used for the web. 

The correct proportion for sections of this character is that the 
width between plates should be about I the width of the side plates. 



224 
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This will give the required width between plates equal to I X IS = 

15.75 inches. The cover-plate (44) must not be thinner than - 

r 40 

the distance between the connecting rivet lines. The rivet lines are, 
in this case, 15.75 + 2 X 2 = 19.75 inches apart, and therefore the 



thickness of the cover-plate cannot be less than 



19.75 
40 



= 0.494 inch. 



The cover-plate will therefore be taken as \ inch thick. The width 

of the cover-plate (see Fig. 184) 
j 
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_ 

approx. 15^: 



Pig. 184. Section of Top Chord. 




must be about 15.75 + 2 X 31- 
-f \ = 23} inches (say 23 inches). 
The cover-plate will be taken 23 
by 2 -inch. 

The center line of pins will 
be taken at the center line of the 
web, and the center of gravity of 
the section will be assumed as \ 
inch above this. In order that 
the center of gravity may be near 
that assumed, the moment of the 
cover-plate about the assumed 
center of gravity axis should be 
about equal to the moment of the 
fiats about the same axis. The 



moment of the cover-plate about the assumed axis is: 

23 x 9 



23 X A (9.0 - 0.5 + 0.25 + 0.25) = 



2 



and the moment of the flats about the same axis is: 
A (9.0 + 0.5 + 0.25 + 0.5) = 10.25 A, 

in which A is the area in square inches of both of the flats. Equating 
these two expressions, and solving for A, there results: 



iWU YVtJU piUUUS - - A 10 A -V == 1O.U 

Two flats 4 X 1] =10.0 



Total 39 . 5 sq. in. 

But the required area is 32.2 square inches, which is considerably 
less than the area above given, and which does not include the angles 
and hence we can use the smallest size angles, which are those pre- 
viously assumed. The area of each of these angles is 2.48 square 
inches, thus making the total area of the section 39 . 5 + 4 X 2 . 48 = 
49.42 square inches. This is considerably in excess of the area as 
required according to the formula for compression; but it is the least 
allowed by the Specifications. Note that this is the case where 
(44), instead of the formula for compressive stress, is the ruling factor 
in the determination of the section. 

The center of gravity of the approximate section must now be 
determined, the moment of inertia and the radius of gyration about 
the neutral axis must be computed, and the required area must be 
determined by using this radius of gyration as computed. If the 
required area as determined with the actual radius of gyration is less 
than the approximate area, then the thickness of the angles or the 
plates must be increased and the section then examined for its radius 
of gyration and required area. If the area is sufficient, the section 
is used; if not, another recomputation is in order. 

In the determination of the center of gravity of the section, the 
moment is taken about the top of the cover-plate. The moments are 
computed as follows: 

Cover-plate (23 X 4) X 1 2 .88 

Webs 2 (IS X -i) X (9 + D 175.60 

Top angles 2 (2.48) X (1.01 + *) 7.50 

Lower angles 2 (2.48) X (i + 1 + IS + } - 1.01). . . . 89.30 
Flats 2 (4 X 11) X 19jj 196.25 



Total 471.53 

471 53 
The center of gravity is now found to be ^.^ ~ ^~T^ =9.55 

O \) . O U ~r" ^t /\ *^ . *:rO 

inches from the top of the cover-plate. The distance from the top of 
thf. cover-plate to the middle line of the web is 9 + I + } 9.75 



section whose moment of inertia is desired. The moments of inertia 
of the various parts of the section (see "Steel Construction," Part 
IV, pp. 292 and 293) are computed and are as follows : ' 

Cover-plate 994.64 

Webs 48G . 72 

Top angles 325 . 74 

Lower angles 359 . 74 

Flats 1017.37 



Total 3 184.21 



The radius of gyration is equal to the square root of the quotient 
obtained by dividing the moment of inertia by the area. It is 



_ J 
V 



_ J3 184.21 ^ 



49.42 

Using this value of the radius of gyration in the formula for the com- 
pressive stress, there is obtained 13 800 pounds as the unit allowable 

i A- ,449500 Q0 _ 

stress in compression, and this requires an area ot -- - =32.5 

lo 800 

square inches. Since this is considerably less than the actual area of 
the section, the section will not be changed but will be taken as first 
assumed. 

In order that the section should be safe about both axes, the 
moment of inertia about the axis perpendicular to the cover-plate 
should be equal to or greater than that as above computed. By com- 
puting the moment of inertia about the axis perpendicular to the 
cover-plate, it is found to be 3 256.3, which gives a radius of gyration 
of 8 . 11 ; and since both of these are greater than those first computed, 
it is seen that the section is safer about the axis perpendicular to the 
cover-plate than it is about an axis perpendicular to the web plates. 

There are small stresses in this member due to its own weight 
and to the fact that the pins are not placed directly upon the neutral 
axis (see "Strength of Materials," p. 82). These stresses are seldom 
more than 1 000 pounds per square inch in the extreme fibre; and 



as it is evident that there is sufficient strength in the member to with- 
stand them. 

The section just designed is that for the top chord having the 
greatest stress; and since this is the minimum section allowed by 
the Specifications, it must be used in all the sections of the top chord. 

The section as finally designed is: 

One cover plate, 2,3 by i inch; 
Two webs, 18 by -J inch; 
Four angles, 3A- by 3i by -jj-inch 
Four fiats, 4 by -J-inch. 

A pill 6| inches in diameter will be used at the point U r The 
stress in the member UJJ 2 is 378 200 pounds, and the bearing area 

required is - = 15.75 square inches, or 7.875 for each side. 

7 S75 

This makes a total required thickness of ^- = 1 .26 inches for one 

6.25 

side. Since the thickness of the web plate is - inch, it will be necessary 
to provide pin-plates whose total thickness must be 1.26 0.5 = 
0.76 inch. Two -inch plates will give a thickness of . 75 inch ; and 
since this is less than the required thickness by an amount not over 
21- per cent, they may be used. The total thickness of the bearing 
area is now 1.26 inches. The stress transferred to the two -g-inch 
plates is : 

2 X 



1.26 



X 189 100 = 113 500 pounds. 



The rivets required to keep the outer plate from shearing off the 
other are - ----- ^~oo = 8 sn P rivets, and the rivets required to keep both 

> /\ / 



of the -j}-inch plates from shearing off the web of the chord section are 
== 16 shop rivets in single shear. The bearing of a -inch 



t Zi~* 

shop rivet on a Wnch plate is 10 500 pounds, and therefore the num- 
ber of rivets required to keep these pin-plates from tearing the rivets 

out of the ^-inch web plates is ' =11 shop rivets in bearing. 

i\) OUvJ 

Fitr. 185 shows the detail of this end of the top chord section. The Din- 



should go through the angles and this pin-plate. Jbxpenments on tull- 
sized bridge members go to show that unless the pin-plates cover the 
angles and extend well down on the member, the member will fail 
before the unit-stress reaches that value computed by the formula 
for compression. 

Since the ends of the chord are milled at the splices, and therefore 
butt up against each other and allow the stress to be transmitted 
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Fig. 185. Detail of Top Chord Section at Point U r 

directly, only sufficient rivets need be placed in the splice to keep the 
top chord sections in line (57) . 

At the point U 2 , it is not necessary to put in a pin-plate to take 
the stress in the upper chord; but it is only necessary to provide a 
pin-plate to take up the difference in stress between the two chord 
sections. This difference in stress is equal to the horizontal com- 
ponent of the maximum stress in the member U 2 L 3 . This is 110 000 
pounds, and the area required on each side for bearing is 2.3 square 
inches; and as a 5-inch pin is used here, the thickness of the bearing 

As this thickness is less than the thick- 



area is ' = . 46 inch. 
5 



ness of the web plate, no pin-plates will be required. 
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bearing area required on each side is 



56 300 
24 000 X 2 
1.18 



- 1 . 18 inches. The 



required thickness of the bearing area is --' = 0.24 inch, as a 5- 

o 

inch pin is used here also. As this thickness is less than the thickness 
of the web plate, no pin-plate will be required. 

The under parts of these members must be stiffened by tie or 
batten plates, and these plates (46) must be equal in length to the 
distance between rivet lines. This is 19| inches. They will be made 
20 inches long and 23 inches wide. The thickness of these plates (46) 



19 5 
must be -- = 0.39 inch (say 



inch). The size of the tie-plates 



will then be 20 in. by ^ in. by l"ft. 11 in. 

Since the distance between the rivet lines is greater than 15 
inches, double latticing must be used (49) ; and according to Table 
XXV the lacing must be \ inch 
thick; also, according to (47), it 
must be 2\ inches wide, as the 
rivets used are f inch in diam- 
eter. The lattices will then be 
21 by -Hn. 

87. The EncWPost. Since the 
minimum section as chosen for 
the top chord is about 50 per 
cent in excess of that required by 
the compression formula, it will 

be assumed to be sufficient for p . g _ m Calculation of End . Post . 
the section of the end-post, and 
it will now be investigated to see if it is safe. 

In addition to the stress due to direct compression, the end-post 
is stressed by its own weight, by eccentric loading due to the pin being 

lr* 4-Vi^ *->!-. +/-L-T. /-.-P +Vic TiTtiV ine+oorl <->f <i+ -fVio r>on for nf rrrnvitv nf thf> 




r r r r 

length of the end-post is readily computed, and is as shown in Fig. 
186. The general formula for accurately computing stresses due to 
bending when the member is also subjected to compression, is: 



._ 
PV ' 

10 E 
in which, 

S Stress in pounds per square inch in the extreme upper fibre of the 

beam; 
M = Exterior moment causing the stress, and is considered positive if it 

bends the beam downward, and negative if it bends the beam up- 

ward; 

y l = Distance from the neutral axis to the extreme upper fibre; 
I = Moment of inertia of the section; 
P = Direct compressive stress, in pounds; 
I = Total length, in inches; 
E = Modulus of elasticity of steel, which is usually taken as 28 000 000 

pounds per square inch. 

In this case the force causing the bending is that component of 
the weight perpendicular to the end-post. This is Wsin 4>, in which 
W is the weight of the steel in the end-post; and this is computed and 
is as follows : 

Cover-plate ................................. 1 435 Ibs. 

Web plates ................................. 2 245 " 

Angles ..................................... 1250" 

Flats ...................................... 1245" 



6 175 Ibs. 
Add 25 per cent for details 1 544 ' ' 

Total. ... 7 719 Ibs. 

Substituting in the above formula the various values, there results: 
X 7719 X 36.7 X 0.572 X 12 X 9 . 55 



S = 



3]fi5 _ 410500 X (36.7 X 12) 2 



10 X 28 000 000 
= 800 pounds per square inch compression in the upper 
fibre due to bending. 

In the above equation, the stress in the member is 410 500 pounds; 
the distance y 1 is the distance from the neutral axis to the top of the 
cover-plate, and the coefficient of elasticity of steel is taken as 



stresses, there results : 



lur coinomea 



S '= - 410500 X 0.2 X 9.55 

o 1R r _ 410500 X (36.7 X 12) 3 

10 X 28 000 000 
= 270 pounds per square inch tension in the upper fibre. 

In order to find the compression in the lower fibre, it is only necessary 
to notice that the stresses are proportional to the distances from the 
neutral axis. Accordingly (see Fig. 187), 
the stress in the lower fibre due 'to the 
weight is 895 pounds tension, and the 
stress in the lower fibre due to the eccen- 
tric loading is 302 pounds compression. 

Before computing the stress due to the 
bending moment caused by the wind on 
the upper chord, it is necessary to in- 
vestigate the post to see if it is fixed or 
hinged at its lower end. This is very 
important, since, if the post is found to 
be hinged, the bending moment will be 
twice that which will occur when the 
post is not hinged. 

An end-post is considered fixed when the product of one-half 
of the total stress times the distance between the web plates is greater 
than the product of the wind load acting at the hip, or joint U 1} times 

the length of the end-post. In this case the first value is 




of stress 



410 500 



X 



15 = 3075000; and the product of the latter (see Article 89) is 
12 600 X 36.7 X 12 = 5 550 000. Since the latter is greater than 
the former, the post is hinged, and the bending moment at the foot 
of the portal strut, which joins the end-post 28.2 feet from the end, is 
6300 X 28.2 X 12 = 2 130000 pound-inches. The stress in the 
extreme fibre due to this bending moment is : 

2 130000 X 11-5 



S 



3256.3 - 



410500 X (36.7 X 12) a 
10 X 28 000 000 



to take y l equal to one-half the width of the cover-plate, and to take 
the moment of inertia as that about the axis perpendicular to the 
cover-plate. 

In computing the total stress on the extreme fibre, it must be 
noted that the stresses due to weight and eccentric loading do not 
stress the same extreme fibres as the stress due to wind, the former 
stressing the extreme fibres on the top and bottom of the post, while 
the latter stresses those on the inner and outer sides. The total 

direct unit-stress is - = 8310 pounds per square inch; and 

49.42 r r i 

this, added to the 8 250 pounds per square inch due to the wind, 
gives a total of 16 5GO pounds per square inch on the extreme 

fibre only. 

qc 7 v 1 9 

The allowable unit-stress is 16 000 - 70 X = 12 200 

8.11 

pounds per square inch when wind is not taken into account, and 
(25) is I-} X 12 200 = 15 250 pounds per square inch when the wind 
is taken into account. The difference between this and the actual 
stress is 16560 15250 = 1310 pounds per square inch, which 
shows that the section is not strong enough. The section can be in- 
creased by widening the cover-plate or by making the plates thicker; 
but as this excess is due to wind only, the section being amply suffi- 
cient under the other stresses, and is fixed to some extent by the 
floor-beam connection, no change will be made. 

The pin at each end of the end-post will be the same namely, 
6J inches in diameter and therefore the pin-plates will be the same 
at each end. The total stress in the post is 410 500 pounds, which 

i -ii- . 410 500 - _ . , . 

makes a required bearing area 01 - = 17.2 square inches for 

both sides, o- 8.6 square inches for one side, and the total required 

S 6 
thickness of ' = 1.375 inches for one side. Since the 

0*^D 

thickness of the web plates is \ inch, this leaves a remainder 
of 1.375 0.5 = 0.875 inch for the thickness of the pin-plates. 
One plate | inch thick and one plate } inch thick will be used. 



finch plate is r ^ 

i . o /O 



205250 = 74 600 pounds. The number of 



rivets required to transfer the stress from the 3-inch. plate to the i-inch 

i x 56000 , x i i ii [ 

plate is - - - = 8 shop rivets in single shear; and the number of 
7 220 

rivets required to transfer the stress from both pin-plates to the v. ( b is 

56000 + 74600 1Q , . + . . . , . . . . 

= IS shop rivets in single shear. As in the case of 



the top chord, one pin-plate should extend over the angle, and the 

number of rivets required in that pin-plate should go through the pin- 

plate and the angles (see Fig. 

188). The "s-in. hinge plate is 

used for erection purposes, and is 

not considered as a pin-plate. It 

is omitted at L . 

Since this section is the same 
as that of the top chord, the tie- 
plates and the lattice bars must 
be the same size. 

88. The Pins. The design of 
the pins requires a simple but 
quite lengthy computation. Sim- 
ple Pratt railroad trusses for 
single-track bridges usually have 
the same arrangement of tension 

and compression members; that is, the same tension members occupy 
relatively the same positions with respect to the compression mem- 
bers. Also,while theoretically a different sized pin will be required at 
every joint, it is not customary to make them so. In practice the 
pins at the joints U l and L are made of the same diameter, and 
those at the remainder of the joints are also made in diameter equal 
to each other but different from those at U t and L , the pins at U i 
and I/ usually being larger in diameter. On account of the above 
conditions and facts, it is unnecessary to design the pins in spans 
under 200 feet, since usually they are the same for any given span 
and loading. Table XXVI gives the diameters of pins for spans of 




Fig. 188. 



Plates and Riveting at Upper 
End of Eufl-Post. 



Loading E 50 



SPAN 


DIAMETER OF PIN 


C/i and I/o 


All Others 


100 feet 


4i inches 


4 inches 


125 " 


5* " 


5 


150 " 


6* " 


51 " 


175 " 


GJ " 


5:1 " 


200 " 


7 


6 



For E 40 loading, decrease the above values by inch; for E 30 loading, 
decrease them by -| inch. The diameter of pins for spans not given in the 
table can be interpolated from the given values. No pin should be less than 
3J inches in diameter. 

The span of this bridge is 147 (say 150) feet, and the diameter 
of the pins at U l and L Q is 6 | = 6J inches; and the diameter 
of the pins at the other panel points is 5 = 5 inches. It 
should be noted that no pin is required at point L v as the two mem- 
bers which join here are built-up members and are riveted together. 

The above table is for single-track bridges only. The diameters 
of pins for double-track bridges are given in Table XXVII. These 
values are for E 50 loading; and for E 40 and E 30 loading, deduc- 
tions must be made as required in the case of Table XXVI. 

TABLE XXVII 
Pins for DoubIe=Track Bridges 

Loading E 50 



SPAN 


DlAMKTER OF PlN 


f/! and L 


All Others 


100 feet. 
125 " 


6 inches 
8 


5]- inches 
6.', 


150 " 


9 


71- " 


175 " 
200 " 


91- " 
9i " 


8.1- " 

8 '> ' ' 



No pin in a double-track bridge should be less than 4=V inches in diameter. 

Pins for highway bridges are usually much less in diameter than 
those for railway bridees, except in the case of first-class trusses for 



wagons and 100 pounds per square foot of roadway. 

TABLE XXVIII 
Pins for Country Highway Bridges 





DIAMETER OF PIN 








Ui and Lower Chord 


Upper Chord 


50 feet 


24 inches 


2 inches 


100 " 


3 


1\ " 


150 " 


31 " 


2| " 


200 " 


4 " 


3 





89. The Portal. In order to have a clearance of 21 feet (2) 
above the top of rail, it is necessary that the portal be as shown in 
Fig. 189. The stresses are found 
by methods of Article 54, Part I, 
the wind load being computed 
according to (10). It must be 
remembered that the column is 
hinged. , p. 231. 

In case the members of the 
portal braces bend about one 
axis, their length will be equal 
to the distance from one end to 
the other. In case they bend 
about the other axis as indicated 
by the broken line in Fig. 189, 
their length will be one-half of 
what it was in the first case. r 

The portal struts or "~ir" 

diagonals will be designed first. 
Their length is 8.5 X 1.414 = 
12 feet, or 144 inches. This is 
the total length. Although 
the Specifications do not men- 
tion it, the ratio of the length to the radius of gyration should 
not exceed 120. This means that the radius of gyration in this 



Fig. 189. Portal Dimension and Stress 
Diagram. 



case should be greater than- = 1.2. The section of the strut will 

be composed of two angles placed back to back. 

Two angles 3| by 3 by f-inch, (74), with an area of 4.6 square 
inches and r 2 equal to 1.72, will be assumed to be sufficient to take 
the stress, and the properties of these angles must now be examined 
to see if the assumption is correct. 

The allowable unit-stress (25) is 25 per cent greater than in the . 
case of live or dead loads. This makes the unit-stress as computed 
from the formula: 

P = ( 10 000 70 X --,^9) ^ = 12 GSO P unc ^ s P cr square inch. 
The required area is'^ ' = 3.05 square inches; and since this is 

I.*-/ OoU 

less than the given area, the angle will be amply sufficient. The re- 
quired area is over one square inch less than the given area, but this 
angle must be used, since it is the smallest angle allowed by the Specifi- 
cations. Note that unequal legged angles should be used, as this will 
make the radius of gyration about one axis larger than about the other; 
and this will prove economical, since, when one axis is considered, 
the length of the member is greater than when the other is considered. 
The above angle should also be examined for tension, it being 
considered that one rivet-hole is taken out of the section of each angle. 
The net section of the two angles will now be 4 . GO 2 (- 4- -J-) X t 

= 3 .85 square inches; and the area required for tension is ' - 

1 ' 16000X1.25 

= 1 .93 square inches, which shows that the angle is amply sufficient. 
It should be noted that these Specifications do not require that only 
one leg of the angle shall be efficient unless both legs are connected. In 
case this strut had been designed according to Cooper's Specifica- 
tions, two angles 5 by 3 by -J-inch would have been required, and the 
5-inch leg would have been placed vertically and the angle connected 
by this leg alone. While it is not within the province of this work to 
discuss the Question, of connecting* angles bv one or bv both less. vet. 



y ' v ' ' v J 

together, yet in framing the connections it is required that the sum of 
both positive and negative stresses shall be added. In this case the 
stress for which the connections must be designed is 2 X 38 500 
= 77 000. It must be remembered that in this case also, the 
unit-stresses are increased 25 per cent over those allowed for live and 
dead loads. 

The number of rivets required in the end connections will be 
governed by bearing in the connection plates, and these plates are 
usually made -|}-inch thick. The number of rivets required is 
77000 77000 . 

7880- xu = 8 sh p nvets ' r oW^ol " 10 helcl nvets - 

The portal bracing is riveted up in the shop and brought to the 
uridge site, where it is connected to the trusses by field-riveted con- 
nections at its end. Therefore the end of the portal struts which 
connect with the top piece will have 8 shop rivets, and the other end 
which connects with the end-post will have 10 field rivets. Since 
the angles are small, all the above rivets must go in one line, and this 
will cause the connection plate to be quite large. It will probably be 
better to connect both legs of the angle by means of clip angles and 
thus reduce the size of the connection plates. 

The top part of the portal bracing will consist of two angles. 
Two angles 34 by 3 by -j}-inch will be assumed and examined to 
determine if the area is sufficient. The length of this strut is the 
distance center to center of trusses, and is equal to 17 X 12 = 204 

204 

inches. The least radius of gyration is therefore -- - = 1 . 70. The 

hj 120 

radius of gyration of the two angles assumed is 1 . 72 when referred to 
an axis parallel to the shorter leg when the two angles are placed back 
to back and one-half inch apart. The unit-stress is now computed: 

/ ^04 \ 

P = M 6 000 - 70 X , ,. 2 j L l- = 9 25 Pounds per square inch. 

.27 200 
The required area is - = 2.S25 square inches. This is con- 

u O-wO 



siderably less than the area given by the two angles; but as these are 
the minimum angles allowable, they must be used. Since the stress 



ed are the same, it is evident that these angles are safe m tension. 
The number of rivets is determined by the bearing in the f-inch 
nnection plates, and is : 



2 X 27 200 

7880 X 1-25 

2 X 27 200 

6560 X 1.25 



= 6 shop rivets, and 
= 7 field rivets. 



; in the case of the lateral strut, this member should be connected 

both legs of the angle in order to reduce the size of the connection 

plates. Fig. 190 gives the 
details of the portal bra- 
cing and its method of 
connection to the end- 
post. The full circles 
represent shop rivets, and 
the blackened circles rep- 
resent field rivets. Some 
engineers connect the 
portal bracing to the top 
cover-plate of the end- 
post. This produces an 
excessive eccentricity in 
the end-post and is bad 
practice. 
Those members of the portal bracing which do not take any 

:ess will be made of single angles, and the size of these angles will be 

ken 3? by 3 by f-inch. 

90. The Transverse Bracing. This bracing will be the same 

neral style as the portal bracing, except that the top member will 

nsist of two angles placed at a distance apart equal to the depth 

the top chord, and these angles will be joined together by lacing. 

; in the case of portal bracing, those members which do not take 

ess will be made of one angle 3-^ by 3 by f-inch. 
The general outline is shown in Fig. 191, and the stresses are com- 

ted from (10) and by the methods of Article 54, Part I. In design- 




190. 



Details of Portal Bracing and Connection 
to End-Post. 




T 

n 



Section of ErA 



Section of C'-C. 



333,. 



Fig. 191. General Outline of Transverse Bracing. 

first angle to fulfil this condition is a 6 by 3 % by f-inch, and it has a 
radius of gyration of 1 . 94. The allowable unit-stress is computed 
as follows: 

(204 \ 
16 000 - 70 X r-TrrUi = 10 78 pounds per square inch; 
i .y-i/ 

and the required area is - =0.85 square inch. This is con- 
10 /80 




section oi this member. Since, this angle, is 
" joined to the cover-plate l>y one leg, tlie joints 
will be weak in single shear, and the number of 
rivets required will be: 

2 x '.) l()() ., , . . 
722(fx~J T P "' r 



-- ''> Held rivots. 



001:3 x I 1 , 



According to (47), the width of the latticing 
must be 21 inches; and according to Table XXV, 
the thickness must be ^ inch, the distance c be- 
ing 1 foot 11 inches. 

The length of the knee-bracing is 144 inches; 
but on account of the small stress, one angle will 

Tig. 192. Cross-Sec- -,' i , 

tiou of Top Member of be used. One 4 by o by s-meh angle, with an 

Transverse Bracing. \ ' 

area of 2.48 square inches and a radius of gyra- 
tion 1.2G, will be assumed as sufficient. The radius of gyration 
is greater than the minimum allowable, which is 1 .2. The allowable 
unit-stress is: 



P = lOOOO - 70 X 



l-\ = 10 000 pounds per square inch. 



12 300 
The required area is r;r- f , nn - = 1.23 square inches. The required 

area is much less than the given area; but this angle must be used, 
since it is the only one allowed on account of its radius of gyration. 
Two of the minimum sized angles might have been used; but their 
total area, 4.00 square inches, is much in excess of that of the angle 
used. 

This angle must be examined for tension. The net area is 2.48 
("s + s) X if = 2.1 square inches. The required net area in 

12 300 

tension is --- = 0.615 square inch, which shows this angle 

lo OOu X l' 

to be amply sufficient. 



The number of rivets required will be governed by the shear, 
since the angle is connected by one leg only; and it is: 
2 x 12 300 



7 220 X H 
2 X 12 300 
6 013 X H 



= 3 shop rivets, and 



4 field rivets. 



91. The Lateral Systems. The stresses in these systems must 
be computed according to (10) and Article 54, Part I. They are given 
on the stress sheet, Plate III (p. 251). Since according to (70) these 
members must be constructed of rigid shapes, it is customary, in com- 
puting the stresses, to assume that one-half the shear is taken by each 
of the diagonals in any given panel; that is, one diagonal is in tension, 
and the other diagonal is in compression. The 
stresses given on the stress sheet are computed 
by making this assumption. Also, since both 
diagonals in each panel are considered as acting 
at the same time, the stresses in all the verticals 
are zero. 

The section of the upper lateral members will 
be made up of two angles placed apart a distance 
equal to the depth of the top chord. Fig. 193 
shows the section. The radius of gyration about 
the axis parallel to the long leg will be consider- 
ably larger than that about an axis parallel to the 
shorter leg. In fact, it is so much greater that the 
strut will not need to be examined with respect 
to this axis. The diagram of the first panel is 
given in Fig. 194. The radius of gyration is to be taken about 
the horizontal axis if the entire length is to be taken; and the radius 
of gyration is to be taken about the vertical axis if one-half the 
length is taken, in which case it will bend as shown by the broken 
line in Fig. 194. The members are designed for the latter 
conditions only, since they are amply safe in regard to the first 
condition if they satisfv the latter. The length in this latter con- 




Fig. 193. Section of 

Upper Lateral 

Member. 



13 5X12 
The unit-stress is computed to be P= (16 000-70X ' ' )X 

C* *~J C\C\ 

1| = 9 320 pounds per square inch, and the required area is - = 

0.72 square inch. The required area is very much less than the 
given area; but the angle chosen must be used, since this is the 
smallest one which conforms to the requirements of the Specifications. 





Fig. 191 Outline Diagram of First Panel Fig. 195. Outline Diagram of First Panel 
in Upper Lateral System. in Lower Lateral System. 

The width of the lattices (48) must be 2| inches; and according 
to Table XXV, the thickness must be & inch, the distance c being 
24| inches. 

Single shear governs the number of rivets required. In accord- 
ance with (22) and (25), their number is J - = 2, rivets. Field 

6013Xlj 

rivets 3 in number are used in all places, since the lateral system is 
riveted up after the trusses are swung into place. 

Since this is the minimum sized angle which will give a radius of 
gyration greater than 1 .35, it must be used in the remainder of the 
panels of the top chord. Four angles of the minimum size might 
have been used, and would have been satisfactory, except that the 
area would have been excessive. 

The stresses in the lower lateral system are computed according 
to (10), a similar assumption to that for the upper lateral system being 
made namely, that both diagonals in each panel are stressed at the 
same time, one taking tension and the other taking compression. 



member. In this case it is the distance C-A, and is equal to 90 inches. 

Since the angle is free to move about either axis, angles with even 

legs should preferably be employed, since this will give greater 

economy. The radius of gyration must be greater than -- = 0.75. 

JL^L/ 

One angle 3^- by 3J by f-inch, with an area of 2 .48 square inches 
and a radius of gyration of 1 . 07, will be assumed and investigated. 

QO 
The allowable unit-stress is P = (16 000 - 70 X ~~] 1J = 12650 

pounds per square inch, and the required area is = 2 . 38 square 

1^ DOO 

inches. This is nearly equal to the given area, and therefore the 
angle chosen will be taken for the section. 

This angle must now be investigated for tension, one rivet-hole 
being taken out of the section. The net area is 2.48 (| + i) f = 

2.10 square inches. The required net area is - ' - - =1.53 

lo UUO X 1^ 

square inches, which shows the angle to be sufficiently strong. 

Single shear determines the number of rivets to be required. 

These are : 

2 X 30 500 



All rivets in the lower lateral system are field rivets, since this system 
also must be riveted up in the field after the trusses are swung into 
place. 

The total stress in the second panel is 21 500 pounds, and a 
3 by 3 by f-inch angle, with an area of 2 . 30 square inches and a 
least radius of gyration of . 90, will be assumed and examined. The 

90 
allowable unit-stress in compression is li (16000 70 X TT^T;) = 

11 250 pounds per square inch, and the required area is ^ = 1 .91 

J. J. iiOU 

square inches. Since this is less than the given area, and since the 
size of the angle (74) is the smallest allowable, this angle must 
be used. 



angle, one rivet-hole being taken out, is 1 . 92 square inches, which 
shows the angle to be safe in tension. 

The number of rivets required is determined by single shear, 



jfit 






Fig. 196. Two Types of Bearings. 



since they tend to shear off between the member itself and the con- 
necting' plates. The number required is -77- j = 6 field rivets. 

o Olo X lj 

Since the above angle is the smallest that can be used, and since 
the remaining angles of the panel of the lateral bracing have smaller 
stresses than the one just designed, it is evident that this size angle 
must be used in all panels of the lower lateral system other than the 
first. 

92. The Shoes and Roller Nests. For bridges of short spans 
and for plate-girders whose spans require rocker bearings to be pro- 
vided (60), several different classes of bearings are in use. Two such 
bearings are shown in Fig. 196 (a and &). The type illustrated by a 
is seldom used on anv spans except plate-eirders. That shown in b 



inc JLJCJ.iii.1 rcwi 



cy 

Railroad, who uses it on plate-girders. It has given very great satis- 
faction ; and for simplicity of design and also for economy it is to be 
recommended. Some railroads have used a bearing which consisted 
of a lens-shaped disc of phosphor-bronze, the faces of which fitted 
into corresponding indentations in both the masonry and the bearing 
plates. One advantage of this bearing is that it allows movements 
due to the deflection of the girder, and also lateral deflection of the 
floor-beam. It is claimed to have given satisfaction. 

A bearing which is used on both short-span and long-span bridges 




Fig. 197. Bearing Adapted to Bridges of Both Short and Long Span. 

is shown in Fig. 197. This class of bearing will be used. The end 
reaction of the bridge proper is equal to the vertical component of the 

30 1 
stress in the end-post, and is ' X 430 500 = 336 500 pounds, 



' 



t* C\C\ 



=- 561 



which requires a bearing area (19) on the masonry, ot 

square inches. According to the table on page 193, the masonry 
plate will be 28 inches long. 

The total bearing area for one of the vertical plates is: 



-^=1.12 inches, 

a GJ-inch pin being used at L . Since the vertical plates will be made 
-if inch thick, this leaves a remainder of f inch to be made up of pin- 
plates. 

The amount of stress which is carried by the f-inch pin-plate is 

- 375 X 336 5 = 50 100 pounds. These plates will tend to shear 

-! '" rp -i r\r\ 

off the rivets at a plane between the plates, and therefore = 8 

shop rivets will be required to fasten them to the vertical plate. 

Since the length of the masonry plate is 28 inches, and the total 

561 
area required is 561 square inches, the required width is - = 20 

Zo 

inches. The actual width will be greater than this, since it must be 
sufficient to allow for the connecting angles and also for the bearings 
of the end floor-beam. The connecting angles should be inch thick, 
and should not be less than 6 by 6 inches ; and the plates to which they 
are connected should not be less than f inch in thickness, and likewise 
they should not be greater, on account of the punching. The bottom 
plate should extend outward about 3 inches, in order to allow suf- 
ficient room for the anchor bolts, which should be % inch in diameter 
and should extend into the masonry at least 8 inches. 

In addition to the reaction of the bridge proper, the masonry 
plate must be of sufficient area to give bearing for the end reaction of 
the end floor-beam. The maximum end reaction (see Article 83, p. 
197) is 104 740 pounds. The bearing area required on the masonry 

is = 175 square inches; and assuming that the base of the 

bearing will be 12 inches long (see Fig. 197), the required length will 
be 14.6 inches. Usually, however, the bearing is extended the entire 
length of the masonry plate, which is 28 inches in this case. 

The distance from the center of the pin to the top of the masonry 
will be the same for both the fixed and the roller end. This distance 
should be such that the angles of the shoe will clear the bottom chord 
member and allow the floor-beam to rest upon the plate as shown. 
Since the first section of the bottom chord is IS-?.- inches deep, the top 



247 



of pins. This requires that the distance from the center line of the 
pin to the base of the angle shall be at least (9J + 6) = 15;} inches, 
or more. 

The tops of all floor-beams are at the same height, and the 
bottoms of the intermediate floor-beams must be on a level with the 
bottom of the first section of the lower chord (see Fig. 174). This 
requires that the bottom of the intermediate floor-beams shall be 
9J inches below the center line of pins, and this brings the top of the 
floor-beams (4SJ 9 J) = 39 inches above the center line of the pins. 
Since the end floor-beam is 52-J inches deep, back to back of angles, the 




-LsVa&J" 



Fig. 198. Type of Bearing Construction where End Floor-Beam Does Not Rest Directly on 
Bearing or Masonry Plate. Grillage of Iron Bars Used instead of Cast-Steel Pedestal. 

lower flange will be (52 J 39) = 13-|- inches below the center line of 
pins. In case the end floor-beam does not rest directly upon the 
bearing plate or the masonry plate, the intervening space is filled out 
with a grillage of iron bars or a cast-steel pedestal, as shown in Figs. 
197 and 198. 

The small plates upon the side of the shoe, going entirely around 

7 , npi 1 4- 4- 1- + 



double bearing in the f-inch angles, in single bearing in the vertical 
plate, and in double shear. A rivet in double shear has a less value 
than in bearing in the plates. This value is 14440 pounds, and 
therefore the number of shop rivets required through the vertical legs 

of the angles is: 

336500 



The rivets which go through the horizontal leg of the angle and 
through the cap plate and cap angles, do not take stress. The num- 
ber of rivets put in is that demanded by the detailing, the rivets in the 
horizontal legs of the angles usually staggering with those in the verti- 
cal legs. The cap plate tends to keep the vertical plates in line, and 
to keep out the dust and dirt and other deteriorating influences of 
the elements. 

Wherever the rivet-heads tend to interfere with other members 
or project beyond surfaces which are required to be flat as, for 
example, the bottom of the masonry or bearing plates they must be 
countersunk (see Carnegie Pocket Companion, p. 212, and Cam- 
bria, p. 291). 

The space for the anchor bolts, that for the connection angles, 
and that for the bearing of the end floor-beam, require that the total 
width of the masonry plate for the fixed end shall be 2 X f + 14 +2 
X 6 + + 3 + 12 = 3 feet 7fc inches. 

The design of the roller end requires that the length of the 
masonry bearing, the size of the vertical plates and angles, and also 
the number of rivets shall be the same as that for the fixed end. The 
width of the masonry plate is determined by the length of the rollers 
and their connections at the end. 

The rollers (62) are required to be 6 inches in diameter, and the 
unit-stress (19) per linear inch is 6 X 600 = 3 600 pounds, which 
requires: 

336 500 



3600 



93 . 5 linear inches. 



This is for the reaction of the bridge alone; and in addition to this, 
there are required for the floor-beam reaction : 



J Jr v ' o^ v 

cannot be used, since they would occupy a space 30 inches or over. 
Segmental rollers (see Fig. 199) 
must be used. 

The determination of the 
sizes of the angles which go at the 
end of the rollers, and also of the 
guide-plates, is a matter of judg- 
ment and experience. Those 
sizes indicated in Fig. 198, repre- 
sent good engineering practice, 
and will be used. 

The distance from the center 
line of pins to the top of the ma- 
sonry can now be determined, 
and is 16| + f + 6 f | = 23| 
inches. 

On account of putting in Fi s 
sufficient connections and angles 
as shown in Fig. 198, the masonry plate must be considerably wider 
than that theoretically determined. According to Fig. 198, the total 
width must be as follows, and the width should be computed in two 
parts, as the plate is not symmetrical about the center line of the truss: 
From center line to outer edge: 




Segmental Rollers Used for Bear- 
ings in Space under 30 Inenes. 



From center line to inner edge: 

ili + i + 6-hl-l-12 + i + 2$ + 3i + 3 



= 1 ft. 11J in., (say, 1 ft. 11 in.). 
= 3 ft. Oi in., eay, 3 ft. in. 



Total width 4ft. 11 in. 

Allowing guide-plates and guide-bars of dimensions as shown in 
Fig. 198, and assuming \ inch as clearance at the ends, the total length 
of the rollers is: 

(4 ft. 11 in. ) - 2 (3 -f 3i + \ + & + \) = 44.5 inches. 
This shows them to be amply long enough, as only 22 inches is 



up to 200 feet in length, the width of the masonry plate is determined 
by the detail and not by the unit bearing stress. 

The guide-plates are small bars riveted to the top of the bottom 
plates, and serve to keep the rollers in line. The guide-bars are con- 
nected to rollers at their ends, and serve to keep the rollers equi- 
distant, therefore causing them to roll easier and keeping them from 
becoming worn by contact with each other. 

The expansion (59) must be allowed for at the rate of $ inch for 
every 10 feet in length of span. This makes a total allowed for tem- 

147 
perature of expansion of r- X % = If (say 2) inches. No slotted 

holes are to be provided for the anchor bolts, since they do not go 




Fig. 200 Binding of Insufficiently Spaced Fig. 201. Computation of Spacing lor Seg- 
Segmental Rollers. mental Boilers. 

through that part of the bridge which slides. The shoe slides over 
the rollers, and is kept in place by the angles at the end, which are 
riveted to the masonry plate (see Fig. 198). 

Unless sufficient room is allowed between the segmental rollers, 
they will tend to bind when the bridge has reached the extreme posi- 
tion for expansion or contraction (see Fig. 200). This distance can be 
computed from proportions as indicated in Fig. 201, and from the 
following formulse*: 



e 360 



= ~T 3.14 D' 

in which e is the amount allowed for the change of temperature, and 
D is the diameter of the rollers, both being taken in inches. The 
angle $ is in degrees. In the present case, e\s2 inches; D is 6 inches; 



1| inches) for the distance between rollers. Rollers must not be less 
in thickness than the total expansion allowed for temperature. 

Since there are 5 rollers, there are 4 spaces between them. Also, 
since the rollers must occupy a space of 28 inches, the length of the 
masonry plate, each roller must be: 

28 4 X li 

= ~ =4.6 inches (say 4J- inches) wide. 

5 

The width of the guide-bars must be such as to allow freedom 




Fig. 202. Details of End Floor.Beam Connections. 

of motion for the rollers. The maximum width allowable is given by 
the formula :* 

W = -g-cos <, 
in which < and D are indicated above. This requires the bar to be . 

> 

W =-X 0.985 = 2.96 (say 2) inches wide. 

93. The Stress Sheet. Plate III shows the stress sheet of the 
bridge which has been designed in the preceding articles. This 
sheet represents the best current practice among the larger bridge 



tew details are given 
upon the sheet; also 
that few rivets are 
noted, and that 
sketches showing the 
manner in which the 
parts go together are 
entirely wanting. The 
shears and moments 
for the stringers and 
floor-beams, as well as 
the reactions and the 
number of rollers re- 
quired, are given. This 
is to save the drafts- 
man the trouble of 
recomputing values 
which have necessarily 
been determined by 
the designer. 

The details of the 
various members, and 
also the manner in 
which the different 
members are con- 
nected, are left to the 
draftsman, who is un- 
der the direct super- 
vision of the engineer 
in charge of the draft- 
ing room, upon whom 
rests the responsibility 
for good details. The 
figures given in the 
text indicate the best 
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arrangement here given may be said to be standard for single-track 
Pratt truss spans up to 200 feet in length. 
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Use of Tables in Designing Deck Plate Girders. On account 
of the labor involved in calculating the girder sections for the vary- 
ing conditions which arise in Bridge Engineering work, 'the series 
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Fig. 206. Design Diagram for 25-Foot Spans 





of tables for E 30, E 40, and E 50 loadings, pages 265 to 276 have 
been prepared. By the aid of these tables and the diagrams, Figs. 
205 to 218, which give the sizes of members of end and intermediate 
cross frames and stiffeners for the various loadings and spans con- 



To illustrate the use of Table XXIX, let us assume that we 
are to prepare a stress sheet for a deck plate girder of 64-foot span 
center to center of bearings, loading E 50. 
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. On page 258, Fig. 212, we find a stress sheet without the sizes 
put on the web and flanges. Completing the operation we have 
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costs of bridges. By making an estimate based on these unit prices 
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of a 45-foot deck plate girder span of E 50 capacity, the weight 
being 27,400 pounds, as determined from Table XXIX, page 274, 
and the other quantities are as given below: 



Structural steel erected ............... 27,400 Ib. at $ 0.04 

Dry earth excavation ................. 105 C. Y. at 0.50 

Wet earth excavation ................. 371 C. Y. at 3 . 00 

Cofferdam .......................... 2,192ft. BM at 50.00 

Foundation piling .................... 1,426 lin. ft. at 0.50 

Abutment concrete ................... 862 C. Y. at 10.00 

Guard timbers 6X8 = ................ 760 ft, BM at 40.00 

24 ties S" X 10" X 10'-0" (14" cts.) ....... 1,600 ft. BM at 40 . 00 



$1,096.00 
52.50 
1,113.00 
109.60 
713.00 
8,620.00 
30.40 
64.00 

Probable cost $11,798.50 

If this bridge is laid out and supervised by anyone other than 
the contractor, a certain amount must be added for engineering 
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Fig. 218. Completed Stress Sheet for 64-Foot' Span and E-50 Loading 

and overhead expenses, usually 10 per cent, which would make 
the cost 



Contract price ................ $11,798 . 50 

Engineering and overhead 10% 1,179.85 
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COST IN 
DOLLARS 


UNIT 


Foundation piling, in place 


SO. 50 


Lin. ft. 


Earth, dry excavation 


0.50 


C. Y. 


Earth, wet excavation 


3.00 


C.-Y. 


Rock, dry loose excavation 


2.00 


C. Y. 


Cofferdam lumber in place 


50 . 00 


MBM 


Concrete 


10.00 


C. Y. 


Reinforcing bars, in place 


0.05 


Per Ib. 


Old rails in place 


24.00 


Ton 


Masonry stone for culverts 


8.00 


C. Y. 


Bolts, etc., in place 


0.06 


Per Ib. 


Rip-rap in place (piers) 


2.00 


C. Y. 


Waterproofing painted on 


0.10 


Sq. ft. 


Waterproofing mastic 


0.30 


Sq. ft. 


Trestle timber in place 


45 . 00 


MBM 


Guard rails in place 


40.00 


MBM 


Structural steel erected: 






Pin Conn. Tr. 


0.045 


Lb. 


Riveted trusses 


0.040 


Lb. 


Deck plate girders 


0.040 


Lb. 


Through plate girders 


0.042 


Lb. 


Draw spans truss 


0.053 


Lb. 


Draw spans girder 


0.050 


Lb. 


Trough floor through plate girder 


. 043 


Lb. 


Beam spans braced 


0.030 


Lb. 


Wooden boxes per MBM in place, inch iron 


40.00 


MBM 


Wooden piles, foundation 


0.50 


Lin. ft. 


Wooden piles, for trestles 


0.40 


Lin. ft. 


Driving wooden piles for trestles 


0.16 


Lin. ft. 


Bridge ties 


40.00 


MBM 



NOTE: The prices for structural steel are for the middle west with Pitts- 
burgh freight and a base price of 1.6 cents per pound for raw material at Pitts- 
burgh. To obtain the price for any other location and base, add or subtract 
the difference between 19 cents per hundred pounds and the freight rate to 
the place under consideration and also add or subtract the difference between 
1 .6 cents and the present price per pound of raw metal. 
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SIMPLE STRESS. 

i. Stress. When forces are applied to a body they tend in a 
greater or less degree to break it. Preventing or tending to pre- 
vent the rupture, there arise, generally, forces between every two 
adjacent parts of the body. Thus, when a 
load is suspended by means of an iron rod, 
the rod is subjected to a downward pull at 
its lower end and to an upward pull at its 
upper end, and these two forces tend to pull 
it apart. At any cross-section of the rod 
the iron on either side "holds fast" to that on 
the other, and these forces which the parts 
of the rod exert upon each other prevent 
the tearing of the rod. For example, in Fig. 
1, let a represent the rod and its suspended 
load, 1,000 pounds; then the pull on the 
lower end equals 1,000 pounds. If we neg- 
lect the weight of the rod, the pull on the 
upper end is also 1,000 pounds, a3 shown in 
Fig. 1 (!>} ; and the upper part A exerts 
on the lower part B an upward pull Q equal 
to 1,000 pounds, while the lower part exerts 
on the upper a force P also equal to 1,000 pounds. These two 
forces, P and Q, prevent rupture of the rod at the "section" C; at. 
any other section there are two forces like P and Q preventing 
rupture at that section. 

By stress at a, section of a body is meant the force which the 
part of the body on either side of the section exerts on the other. 
Thus, the stress at the section (Fig. 1) is P (or Q), and it equals 
1,000 pounds. 

2. Sfvucctia n t*i-i iiann.lltr ovrvfuaatirl Tin AmarineA i r> T\rvnn^a 
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Fig. 1. 



(as a rope or rod) are such that they tend to tear it, the stress at 
any cross-section is called a tension or a tensile stress. The 
stresses P and Q, of Fig. 1, are tensile stresses. Stretched ropes, 
loaded "tie rods" of roofs and bridges, etc., are under tensile stress. 
(b.) "When the forces acting on a body (as a short post, brick, 

etc.) are such that they tend to 
I crush it, the stress at any sec- 




tp 
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tion at right angles to the di- 
rection of the crushing forces is 
called & pressure or a compres- 
sive stress. Fig. 2 () repre- 
sents a loaded post, and Fig. 2 
(5) the upper and lower parts. 
The upper part presses down on 
B, and the lower part presses up 
on A, as shown. P or Q is 
the compressive stress in the 
post at section C. Loaded posts, 
or struts, piers, etc., are under 
compressive stress. 

(c.) When the forces acting 
on a body (as a rivet in a bridge 
joint) are such that they tend to cut or " shear " it across, the stress 
at a section along which there is a tendency to cut is called a shear 
or a shearing stress. This kind of stress takes its name from the 
act of cutting with a pair of shears. In a material which is being 
cut in this way, the stresses that are being "overcome" are shear- 
ing stresses. Fig. 3 () represents a riveted joint, and Fig. 3 (b] 
two parts of the rivet. The forces applied to the joint are such 
that A tends to slide to the left, and B to the right; then B exerts 
on A a force P toward the right, and A on B a force Q toward the 
left as shown. P or Q is the shearing stress in the rivet. 

Tensions, Compressions and Shears are called simple stresses. 
Forces may act upon a body so as to produce a combination of simple 
stresses on some section; such a combination is called a complex 
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terms used to describe stress; they will be denned farther on. 

4. Unit=Stress. It is often, necessary to specify not merely 
the amount of the entire stress which acts on an area, but also the 
amount which acts on each unit of area (square inch for example). 
By unit-stress is meant stress per unit area. 

To find the value of a unit-stress: Divide the whole stress ~by 
the whole area of the section on which it acts, or aver which it is 
distributed. Thus, let 

P denote the value of the whole stress, 

A the area on which it acts, and 

S the value of the unit-stress ; then 

S=-J, also P = AS. . (l) 

Strictly these formulas apply only when the stress P is uniform, 



I A I ,p 



ex. b 

Fig. 3. 

that is, when it is uniformly distributed over the area, each square 
inch for example sustaining the same amount of stress. "When 
the stress is not uniform, that is, when the stresses on different 
square inches are not equal, then P-=-A equals the average value 
of the unit-stress. 

5. Unit-stresses are usually expressed (in America) in 
pounds per square inch, sometimes in tons per square inch. If 
P and A in equation 1 are expressed in pounds and square 
inches respectively, then S will be in pounds per square inch; and 
if P and A are expressed in tons and square inches, S will be in 
tons per square inch. 

Examples. 1. Suppose that the rod sustaining the load in 
Fig. 1 is 2 square inches in cross-section, and that the load weighs 



S = ^ == 500 pounds per square inch.. 

2. Suppose that the rod is one-half square inch in cross-sec- 
tion. "What is the value of the unit-stress ? 

A = -^-square inch, and, as before, P= 1,000 pounds; hence 

S = 1,000-; <j- = 2,000 pounds per square inch. 
& 

Notice that one must always divide the whole stress by the area to get 
the unit-stress, whether the area is greater or less than one. 

6. Deformation. "Whenever forces are applied to a body it 
changes in size, and usually in shape also. This change of size 
and shape is called deformation. Deformations are usually meas- 
ured in inches; thus, if a rod is stretched 2 inches, the "elonga- 
tion" 2 inches. 

7. Unit-Deformation. It is sometimes necessary to specify 
not merely the value of a total deformation but its amount per 
unit length of the deformed body. Deformation per unit length 
of the deformed body is called unit-deformation. 

To find the value of a unit-deformation: Divide the whole 
deformation ly the length over which it is distributed. Thus, if 
D denotes the value of a deformation, 
I the length, 
s the unit-deformation, then 

s=r-j also T>=ls. (2) 

Both D and I should always be expressed in the same unit. 

Example. Suppose that a 4-foot rod is elongated \ inch. 
What is the value of the unit-deformation? 

Here D -| inch, and 1=4: feet 48 inches; 
hence s- |--f-48=-Jj- inch per inch. 
That is, each inch \s elongated -fa inch. 

Unit-elongations are sometimes expressed in per cent. To 
express a^ elongation in per cent: J)ivide the elo-nyatioii in inches 
hy the original length in inches, and multiply ly 100. 



shape is called elasticity. 

We may classify bodies into kinds depending on the degree 
of elasticity which they have, thus : 

1. Perfectly elastic bodies; these will regain their orig- 
inal form and size no matter how large the applied forces are if 
less than breaking values. Strictly there are no such materials, 
but rubber, practically, is perfectly elastic. 

2. Imperfectly elastic bodies; these will fully regain their 
original form and size if the applied forces are not too large, and 
practically even if the loads are large but less than the breaking 
value. Most of the constructive materials belong to this class. 

3. Inelastic or plastic bodies ; these will not regain in the 
least their original form when the applied forces cease to act. Clay 
and putty are good examples of this class. 

9. Hooke's Law, and Elastic Limit. If a gradually increas- 
ing force is applied to a perfectly elastic material, the deformation 
increases proportionally to the force; that is, if P and P' denote 
two values of the force (or stress), and D and D' the values of the 
deformation produced by the force, 

thenP:P'::D:D'. 

This relation is also true for imperfectly elastic materials, 
provided that the loads P and P' do not exceed a certain limit depend- 
ing on the material. Beyond this limit, the deformation increases 
much faster than the load; that is, if within the limit an addition 
of 1,000 pounds to the load produces a stretch of 0.01 inch, beyond 
the limit an equal addition produces a stretch larger and usually 
much larger than 0.01 inch. 

Beyond this limit of proportionality a part of the deformation 
is permanent; that is, if the load is removed the body only partially 
recovers its form and size. The permanent part of a deformation 
is called set. 

The fact that for most materials the deformation is propor- 
tional to the load within certain limits, is known as Hooke's Law. 
The unit-stress within which Hooke's law holds, or above which 



or shearing strength, or a material is meant the greatest tensile, 
cornpressive, or shearing unit-stress which it can withstand. 

As before mentioned, when a material is subjected to an in- 
creasina- load the deformation increases faster than the load beyond 
the elastic limit, and much faster near the stage of rupture. Not 
only do tension bars and compression blocks elongate and shorten 
respectively, but their cross-sectional areas change also; tension 
bars thin down and compression blocks "swell out" more or less. 
The value of the ultimate strength for any material is ascertained 
by subjecting a specimen to a gradually increasing tensile, com- 
pressive, or shearing stress, as the case may be, until rupture oc- 
curs, and measuring the greatest load. The breaking load divided 
by the area of the original cross-section sustaining the stress, is the 
value of the ultimate strength. 

Example. Suppose that in a tension test of a wrought-iron 
rod A inch in diameter the greatest load was 12,540 pounds. "What 
is the value of the ultimate strength of that grade of wrought iron? 

The original area of the cross-section of the rod was 
0.7854 (diameter) 2 =0.7854x J=0.1964 square inches; hence 
the ultimate strength equals 

12,540-^-0.1964=63,850 pounds per square inch, (nearly). 

ii. Stress=Deformation Diagram. A "test" to determine 
the elastic limit, ultimate strength, and other information in re- 
gard to a material is conducted by applying a gradually increasing 
load until the specimen is broken, and noting the deformation cor- 
responding to many values of the load. The first and second col- 
umns of the following table are a record of a tension test on a steel 
rod one inch in diameter. The numbers in the first column are 
the values of the pull, or the loads, at which the elongation of 
the specimen was measured. The elongations are given in the sec- 
ond column. The numbers in the third and fourth columns are 
the values of the unit-stress and unit-elongation corresponding to 
the values of the load opposite to them. The numbers in the 
third column were obtained from those in the first by dividing- 

o 

the latter by the area of the cross-section of the rod, 0.7854 



Totiil Pull 
in pounds, P 


Deformation 
in inches, D 


Unit-Stress in 
pounds per 
square inch, S 


Unit- . 
Deformation, 
s 


3930 


0.00136 


5000 


0.00017 


7850 


.00280 


10000 


.00035 


11780 


.00404 


15000 


.00050 


15710 


.00538 


20000 


.00067 


19635 


.00672 


25000 


.00084 


23560 


.00805 


30000 


.00101 


27490 


.00942 


35000 


.00118 


31415 


.01080 


40000 


.00135 


35345 


.01221 


45000 


.00153 


39270 


.0144 


50000 


.00180 


43200 


.0800 


55000 


.0100 


47125 


.1622 


60000 


.0202 


51050 


.201 


65000 


.0251 


54980 


.281 


70000 


.0351 


58910 


.384 


75000 


.048 


62832 


.560 


80000 


.070 


65200 


1.600 


83000 


.200 



The numbers in the fourth column were obtained by dividing 
those in the second by the length of the specimen (or rather the 
length of that part whose elongation was measured), 8 inches. 
Thus, 

0.00136-^-8 = 0.00017, 
.00280-^8 = .00035, etc. 

Looking at the first two columns it will be seen that the elonga- 
tions are practically proportional to the loads up to the ninth load, 
the increase of stretch for each increase in load being about 0.00135 
inch; but beyond the ninth load the increases of stretch are much 
greater. Hence the elastic limit w T as reached at about the ninth 
load, and its value is about 45,000 pounds per square inch. The 
greatest load was 65,200 pounds, and the corresponding unit-stress, 
83,000 pounds per square inch, is the ultimate strength. 

Nearly all the information revealed by such a test can be 
well represented in a diagram called a stress-deformation diagram. 
It is made as follows: Lay off the values of the unit-deformation 
(fourth column) along a horizontal line, according to some con- 
venient scale, from some fixed point in the line. At the points on 
the horizontal line reuresentiner the various unit-eloneations. lav 



11 I ' fo \ ) ) 

fixes the point 1. All the points so laid off give the curve ocb. The 
part Ofi, within the elastic limit, is straight and nearly vertical 
while the remainder is curved and more or less horizontal, especially 
toward the point of rupture I. Fig. 5 is a typical stress-defor- 
mation diagram for timber, cast iron, wrought iron, soft and hard 
steel, in tension and compression. 

12. Working Stress and Strength, and Factor of Safety. 
The greatest unit-stress in any part of a structure when it is sus- 
taining its loads is called the 
worlting stress of that part. If 
it is under tension, compression 
and shearing stresses, then the 
corresponding highest unit- 
stresses in it are called its work- 
ing stress in tension, in com- 
pression, and in shear respect- 
ively; that is, we speak of as 
many working stresses as it has 
kinds of stress. 




Fig. 4. 



By working strength of a material to be used for a certain 
purpose is meant the highest unit-stress to which the material 
ought to be subjected when so used. Each material has a working 
strength for tension, for compression, and for shear, and they are in 



general different. 



of safety is meant the ratio of the ultimate strength 
of a material to its working stress or strength. Thus, if 
S u denotes ultimate strength, 
S w denotes working stress or strength, and 
f denotes factor of safety, then 

/ = ^;alaoS, = |. (3) 

U W J 

When a structure which has to stand certain loads is about 
to be designed, it is necessary to select working strengths or fac- 
tors of safety for the materials to be used. Often the selection is 
a matter of great importance, and can be wisely performed only 



fast rules should not govern but rather the judgment of the expert. 
But there are certain principles to be used as guides in making a 
selection, chief among which are: 

1. The working strength should be considerably below the 
elastic limit. (Then the deformations will ba small and not per- 
manent.) 
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Fig. 5. (After Johnson.) 

2. The working strength should be smaller for parts of a 
structure sustaining varying loads than for those whose loads are 
steady. (Actual experiments have disclosed the fact that the 
strength of a specimen depends on the kind of load put upon it, 



,ds are uncertain, etc. Principles 1 and 2 have been reduced 
figures or formulas for many particular cases, "but the third must 
nain a subject for display of judgment, and even good guessing 
many cases. 

The following is a table of factors of safety* which will be 
?d in the problems : 

Factors of Safety. 



Materials. 


For steady 
stress. 
(Buildings.) 


For varying- 
stress. 
(Bridges.) 


For shocks. 
(Machines.) 


Timber 
Brick and stone 
Cast iron 
Wrought iron 
Steel 


8 
15 
6 
4 
5 


10 
25 
15 
6 

7 


15 
30 
20 
10 
15 



They must be regarded as average values and are not to be 
>pted in every case in practice. 

Examples. 1. A wrought-iron rod 1 inch in diameter sus- 
is a load of 30,000 pounds. What is its working stress? If 
ultimate strength is 50 r OOO pounds per square inch, what is 
factor of safety ? 

The area of the cross- section of the rod equals 0.7854 X (diam- 
r) 2 =0.7S54Xl 2 =0.7854 square inches. Since the whole stress 
the cross-section is 30,000 pounds, equation 1 gives for the 



t working stress 



S 



h l' 



88,197 pounds per square inch. 



nation 3 gives for factor of safety 

50,000 



J f -i 



= 1.3 



38,197 

2. How large a steel bar or rod is needed to sustain a steady 
1 of 100,000 pounds if the ultimate strength of the material is 
000 pounds ? 

The load being steady, we use a factor of safety of 5 (see table 
ve); hence the working strength to be used (see equation 3) is 

g == L _ 13,000 pounds per square inch. 



cs l 

A bar 2x4 inches in cross-section would be a little stronger 
than necessary. To find the diameter (d) of a round rod of suffi- 
cient" strength, we write 0.7854 d z = 7.692, and solve the equation 
forcZy thus: 

7 692 

.= 9.794, or d = 3.129 inches. 



3. How large a steady load can a short timber post safely sus- 
tain if it is 10x10 inches in cross-section and its ultimate com- 
pressive strength is 10,000 pounds per square inch ? 

According to the table (page 12) the proper factor of safety is 
8, and hence the working strength according to equation 3 is 

g = ' 1 ; 250 pounds per square inch. 

The area of the cross-section is 100 square inches; hence .the safe 
load (see equation 1) is 

P = 100 X 1,250 = 125,000 pounds. 

4. When a hole is punched through a plate the shearing 
strength of the material has to be overcome. If the ultimate shear- 
ing strength is 50,000 pounds per square inch, the thickness of the 
plate -| inch, and the diameter of the hole -| inch, what is the value 
of the force to be overcome ? 

The area shorn is that of the cylindrical surface of the hole 
or the metal punched out; that is 

3. 1416 X diameter X thickness =3. 1416 XfX|=: 1.178 sq.in. 
Hence, by equation 1, the total shearing strength or resistance 
to punching is 

P = 1.178 X 50,000 = 58,900 pounds. 

STRENGTH OF MATERIALS UNDER SIMPLE STRESS. 

13. Materials in Tension. Practically the only materials 
used extensively under tension are timber, wrought iron ard steel, 
and to some extent cast iron. 

14. Timber. A successful tension test of wood is difficult, 

as t.Ti QTior>iman nanall-v nrn sTir^a of fl-io pnrlc; wTujn JialrJ in tlia foaf_ 



i7i ay be taken as approximate average values of the ultimate 
strengths of the woods named, when "dry out of doors." 

Hemlock, 7,000 pounds per square inch. 

White pine, 8,000 

Yellow pine, long leaf, 12,000 
" " , short leaf, 10,000 
Douglas spruce, 10,000 

White oak, 12,000 

Red oak, 9,000 

15. Wrought Iron. The process of the manufacture of 
\vrought iron gives it a "grain," and its tensile strengths along and 
across the grain are unequal, the latter being about three-fourths 
of the former. The ultimate tensile strength of wrought iron 
along the grain varies from 4:5,000 to 55,000 pounds per square 
inch. Strength along the grain is meant when not otherwise 
stated. 

The strength depends on the size of the piece, it being greater 
for small than for large rods or bars, and also for thin than for 
thick plates. The elastic limit varies from 25,000 to 40,000 
pounds per square inch, depending on the size of the bar or plate 
even more than the ultimate strength. Wrought iron is very 
ductile, a specimen tested in tension to destruction elongating from 
5 to 25 per cent of its length. 

16. Steel. Steel has more or less of a grain but is practically 
of the same strength in all directions. To suit different purposes, 
steel is made of various grades, chief among which may be men- 
tioned rivet steel, sheet steel (for boilers), medium steel (for 
bridges and buildings), rail steel, tool and spring steel. In general, 
these grades of steel are hard and strong in the order named, the 
ultimate tensile strength ranging from about 50,000 to 160,000 
pounds per square inch. 

There are several grades of structural steel, which may be 
described as follows :* 
1. Rivet steel: 

Ultimate tensile strength, 48,000 to 58,000 pounds per square inch. 
Elastic limit, not less than one-half the ultimate strength. 
Elongation, 26 per cent. 
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2. Sort steel : 

Ultimate tensile strength, 52,000 to 62,000 pounds per square inch. 
Elastic limit, not loss than one-half the ultimate strength. 
Elongation, 25 per cent. 
Bends 180 degrees flat on itself. 

3. Medium steel: 

Ultimate tensile strength, 60,000 to 70,000 pounds per square inch. 
Elastic limit, not less than one-half the ultimate strength. 
Elongation, 22 per cent. 

Bonds ISO degrees to a diameter equal to the thickness of the 
specimen without fracture. 

17. Cast Iron. As in the case of steel, there are many- 
grades of cast iron. The grades are not the same for all localities 
or districts, but they are based ou the appearance of the fractures, 
which, vary from coarse dark grey to fine silvery white. 

The ultimate tensile strength does not vary uniformly with 
the grades but depends for the most part on the percentage of 
"combined carbon" present in the iron. This strength varies from 
15,000 to 35,000 pounds per square inch, 20,000 being a fair 
average. 

Cast iron has no well-defined elastic limit (see curve for east 
iron, Fig. 5). Its ultimate elongation is about one per cent. 

EXAMPLES FOR PRACTICE. 

1. A steel wire is one-eighth inch in diameter, and the ulti- 
mate tensile strength of the material is 150,000 pounds per square 
inch. How large is its breaking load ? Ans. 1,845 pounds. 

2. A wrought-iron rod (ultimate tensile strength 50,000 
pounds per square inch) is 2 inches in diameter. How large a 
steady pull can it safely bear ? Ans. 39,270 pounds. 

18. Materials in Compression. Unlike the tensile, the 
compressive strength of a specimen or structural part depends on 
its dimension in the direction in which the load is applied, for, 
in compression, a long bar or rod is weaker than a short one. At 
present we refer only to the strength of short pieces such as do 



two distinct parts as in tension, but the former bulge out and 
flatten under great loads, while wood splits and mashes down. 
There is -no particular point or instant of failure under increasing 
loads, and such materials have no definite ultimate strength in 
compression. 

2. Brittle materials (brick, stone, hard steel, cast iron, etc.), 
and wood compressed along the grain, do not mash gradually, but 
fail suddenly and have a definite ultimate strength in compression. 
Although the surfaces of fracture are always much inclined to the 
direction in which the load is applied (about 45 degrees), the ulti- 
mate strength is computed by dividing the total breaking load by 
the cross-sectional area- of the specimen. 

The principal materials used under compression in structural 
work are timber, wrought iron, steel, cast iron, brick and stone. 

19. Timber. As before noted, timber has no definite ulti- 
mate compressive strength across the grain. The U. S. Forestry 
Division has adopted certain amounts of compressive deformation 
as marking stages of failure. Three per cent compression is 
regarded as "a working limit allowable," and fifteen per cent as 
"an extreme limit, or as failure." The following (except the first) 
are values for compressive strength from the Forestry Division 
Reports, all in pounds per square inch: 

Ultimate strength 3^ Compression 
along tho grain. across tho grain 

Hemlock 6,000 

White pine 5,400 700 

Long-leaf yellow pine 8,000 1,260 

Short-leaf yellow pine 6,500 1,050 

Douglas spruce 5,700 800 

White oak 8,500 2,200 

Red oak 7,200 2,300 

20. Wrought Iron. The elastic limit of wrought iron, as be- 
fore noted, depends very much upon the size of the bars or plate, it 
being greater for small bars and thin .plates. Its value for com- 
pression is practically the same as for tension, 25,000 to 40,000 
pounds per square inch. 

21. Steel. The hard steels have the highest compressive 



tension, wmcn. is aoout ou per cent or tne ultimate tensile strength, 
or, for structural steel, about 25,000 to 42,000 pounds per square 
inch. 

22. Cast Iron. This is a very strong material in compres- 
sion, in which way, principally, it is used structurally. Its ulti- 
mate strength depends much on the proportion of "combined car- 
bon" and silicon present, and varies from 50,000 to 200,000 pounds 
per square inch, 90,000 being a fair average. As in tension, 
there is no well-defined elastic limit in compression (see carve for 
cast iron, Fig. 5). 

23. Brick. The ultimate strengths are as various as the 
kinds and makes of brick. For soft brick, the ultimate strength 

' o 

is as low as 500 pounds per square inch, and for pressed brick it 
varies from 4,000 to 20,000 pounds per square inch, 8,000 to 
10,000 being a fair average. The ultimate strength of good pav- 
ing brick is still higher, its average value being from 12,000 to 
15,000 pounds per square inch. 

24. Stone. Sandstoire, limestone and granite are the 
principal building stones. Their ultimate strengths in pounds 
per square inch are about as follows: 

Sandstone,* 5,000 to 16,000, average 8,000. 
Limestone,* 8,000 " 16,000, " 10,000. 
Granite, 14,000 " 24,000, " 16,000. 
^Compression at right angles to the "bed" of the stone. 

EXAMPLES FOR PRACTICE. 

1. A limestone 12x12 inches on its bed is used as a pier 
cap, and bears a load of 120,000 pounds. What is its factor of 
safety ? Ans. 12. 

2. Ho\v large a post (short) is needed to sustain a steady 
load of 100,000 pounds if the ultimate compressive strength of 
the wood is 10,000 pounds per square inch ? Ans. 8X10 inches. 

25. Materials in Shear. The principal materials used under 
shearino- stress are timber, wrought iron, steel and cast iron. 

O ^ 

Partly on account of the difficulty of determining shearing 
strengths, these ure not well known. 

O ' 

26. Timber. The ultimate shearing strengths uf the more 



JdlemJocK, ouu pounas per square mcr. 

White pine, 400 

Long-leaf yellow pine, 850 
Short-leaf " " 775 
Douglas spruce, 500 

White oak, 1,000 

Red oak, 1,100 

"Wood rarely fails by shearing across the grain. Its ultimate 
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Fig. 6 a. Fig. 6 b. 

shearing strength in that direction is probably four or five times 
the values above given. 



27. 



Metals. The ultimate shearing: strength of wrought 

o o o 



iron, steel, and cast iron is about 80 per cent of their respective 
ultimate tensile strengths. 

EXAMPLES FOR PRACTICE. 

1. How large a pressure P (Fig. ff) exerted on the shaded 
area can the timber stand before it will shear off on the surface 
abed, if ctb = Q inches and lo= 10 inches, and the ultimate shear- 
ing strength of the timber is 400 pounds per square inch ? 

Ans. 24,000 pounds, 

2. "When a bolt is under tension, there is a tendency to tear 
the bolt and to "strip" or shear off the head. The shorn area 
would be the surface of the cylindrical hole left in the head. 
Compute the tensile and shearing unit- stresses when P (Fig. 6 /A 
equals 30,000 pounds, d = 2 inches, and t = 3 inches. 

j Tensile unit-stress, 9,550 pounds per square inch. 
' ( Shearing unit-stress, 1,591 pounds per square inch, 

REACTIONS OF SUPPORTS. 

28. Moment of a Force. By moment of a force with re- 
spect to a point is meant its tendency to produce rotation about 
that point. Evidently the tendency depends on the magnitude of 

t.hp. fnrcio anfl on t.lm TiHrnfinrl in.nl JIT rlisf.n.m'n nf tlm linn <\f ofl-inn 
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of a force with respect to a point equals the product of tJie force 
and the perpendicular distance from the force to the point. 

The point with respect to which the moment of one or more 
forces is taken is called an origin or center of moments, and the 
perpendicular distance from an origin of moments to the line of 
action of a force is called the arm, of the force with respect to 
that origin. Tims, if F t and F 2 (Fig. 7) are forces, their arms 
with respect to O' are <7/ and a.,' respectively, and their moments 
are F/r' a and F/?.' 2 . "With respect to O" their arms are a-" and a 2 " 
respectively, and their moments are F/C./' and F/c,,". 

If the force is expressed in pounds and its arm in feet, the 
moment is in foot-pounds; if the force is in pounds and the arm 
in inches, the moment is in inch-pounds. 

29. A sign is given to the moment of a force for conven- 
ience; the rule used herein is as follows: The moment of a 
force about a 2^oint is positive or negative according as it tends 
to turn the body 'about that point in the clockwise or counter- 
clockwise direction *. 
Thus the moment (Fig. 7) 

of Fj about ()' is negative, about O" positive; 
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30. Principle of Moments. 

proper magnitude and line of ac- 
tion can balance any number of 
forces. That single force is called 
the eqnilibrant of the forces, and 
the single force that would balance 
the equilibrant is called the result- 
ant of the forces. Or, otherwise 
stated, the resultant of any num- 
ber of forces is a force which pro- 
duces the same effect. It can be 
proved that The algebraic sum 



, about O" negative. 
In general, a single force of 



of- 



3i. All the lorces acting upon a body WHICH is at rest are 
!-aic; to be balanced or in equilibrium. No force is required to 
balance such forces and hence their equilibrant and resultant are 
zero. 

Since their resultant is zero, the algebraic sum of the mom- 
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Fig. 8. 

ents of any number of forces ivhicJi are balanced or in equilib- 
rium equals zero. 

This is known as the principle of moments for forces in 
equilibrium; for brevity we shall call it also "the principle of 
moments." 

The principle is easily verified in a simple case. Thus, let 
AB (Fig. 8) be a beam resting on supports at C and F. It is 
evident from the symmetry of the loading that each reaction 
equals one-half of the whole load, that is, -| of 6,000=3,000 
pounds. (We neglect the weight of the beam ior simplicity.) 

With respect to C, for example, the moments of the forces 
are, taking them in order from the left: 

1,000 x 4 = 4,000 foot-pounds 

3,000 x 0= " 

2,000 X 2 = 4,000 " 

2,000 X 14 = 28,000 " 
3,000 X 16 = 48,000 " 

1,000 X 20 = 20,000 

The algebraic sum of these moments is seen to equal zero. 
Again, with respect to B the moments are: 

1,000 X 24 rr 24,000 foot-pounds 

3,000X20= 60,000 
2,000 X 18 = 36,000 
2,000 X 6 = 12,000 

3,000 X 4= 12,000 
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where the center of moments is taken, it will be found in this and 
uny other balanced system of forces that the algebraic sum of their 
moments equals zero. The chief use that we shall make of this 
principle is in finding the supporting forces of loaded beams. 

32. Kinds of Beams. A cantilever learn is one resting on 
one support or fixed at one end, as in a wall, the other end being 
free. 

A simple learn is one resting on two supports. 

A restrained learn is one fixed at both ends; a beam fixed at 
one end and resting on a support at the other is said to be re- 
strained at the fixed end and simply supported at the other. 

A continuous beam is one resting on more than two supports. 

33. Determination of Reactions on Beams. The forces which 
the supports exert on a beam, that is, the "supporting forces," are 
called reactions. We shall deal chiefly with simple beams. The 
reaction on a cantilever beam supported at one point evidently 
equals the total load on the beam. 

When the loads on a horizontal beam are all vertical (and 

lOOOlbS. EOOOlbS. 300031)3. 
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this is the usual case), the supporting forces are also vertical and 
the sum of the reactio?is equals the sum of the loads. This prin- 
ciple is sometimes useful in determining reactions, but in the case 
of simple beams the principle of moments is sufficient. The gen- 
eral method of determining reactions is as follows: 

1. Write out two equations of moments for all the forces 
(loads and reactions) acting on the beam with origins of moments 
at the supports. 

2. Solve the equations for the reactions. 

B. As a check, try if the sum of the reactions equals the 



the moment equations are: 
For origin at A, 

1,000X1+2,000X6 + 3,000X8 E a XlO 
For origin at E, 
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Fig. 10. 

R ]X 10 1,000X9 2,000X4 3,000x2 = 0. 
The first equation reduces to 

10 E 2 = 1,000+12,000+24,000 = 37,000; or 
R 2= 3,700 pounds. 
The second equation reduces to 

10 B 1= 9,000+8,000+6,000 = 23,000; or 
B t = 2,300 pounds. 

The sum of the loads is 6,000 pounds and the snm of the reactions 
is the same; hence the computation is correct. 

2. Fig. 10 represents a beam supported at B and D (that is, 
it has overhanging ends) and sustaining three loads as shown. We 
wish to determine the reactions due to the loads. 

Let K L and K 2 denote the reactions as shown ; then the moment 
equations are: 
For origin at B, 

-2,100x2+0+3,600x6 E 2 Xl4+l,600x 18 = 0. 
For origin at D, 

-2,100x16+^x14 3,600x8 + + 1,000x4 = 0. 
The first equation reduces to 

14 Ii..= -4,200+21,600 + 28,800 = 40,200; or 
K a = 3,300 pounds. 
The second equation reduces to 

14 K,= 33,600+ 28,800 r 6,400 = 56,000; or 
11^4,000 pounds. 
The sum of the loads equals 7,300 pounds and the sum of the 



(2,300 and 3,700 pounds at the left and right ends respectively 
(see illustration 1 above), we need only to compute the reactions 
due to the weight of the beam and add. Evidently the reactions 
due to the weight equal 200 pounds each; hence the 

left reaction =2,300+200=2,500 pounds, and the 
right =3,700+200=3,900 . 

(2.) Or, we might compute the reactions due to the loads 
and weight of the beam together and directly. In figuring the 
moment due to the weight of the beam, we imagine the weight 
as concentrated at the middle of the beam; then its moments with 
respect to the left and right supports are (400 X5) and (400x5) 
respectively. The moment equations for origins at A and E are 
like those of illustration 1 except that they contain one more 
term, the moment due to the weight; thus they are respectively: 

1,000x1 + 2,000x6 + 3,000x81^x10+400x5=0, 

B 1 x 101,000 X 92,000 X 43,000 X 2400 X 5=0. 
The first one reduces to 

10 K 2 = 39,000, or K= 3,900 pounds; 
and the second to 

10 R 1= = 25,000, or R,= 2,500 pounds. 

4. What are the total reactions in example 2 if the beam 
weighs 42 pounds per foot ? 

As in example 3, we might compute the reactions due to the 
weight and then add them to the corresponding reactions due to 
the loads (already found in example 2), but we shall determine 
the total reactions due to load and weight directly. 

The beam being 20 feet long, its weight is 42 X 20, or 840 
pounds. Since the middle of the beam is S feet from the left and 
6 feet from the right support, the moments of the weight with 
to the left and right supports are respectively: 

840x8 = 6,720, and 840x6 = 5,040 foot-pounds. 
The moment equations for all the forces applied to the beam 
for origins at B and I) are like those in example 2, with an addi- 
tional term, the moment of the weight; they are respectively : 



14 E 2 = 52,920, or E 2 =3,780 pounds, 
and the second to 

14 ^=61,040, or E,= 4,360 pounds. 

The sum of the loads and weight of beam is 8,140 pounds; 
and since the sum of the reactions is the same, the computation 
checks. 

EXAMPLES FOR PRACTICE. 

1. AB (Fig. 11) represents a simple beam supported at its 

ends. Compute the reactions, neglecting the weight of the beam, 

, j Eight reaction = 1,443.75 pounds. 

ns ' ] Left reaction = 1,556.25 pounds. 

eoolbs. aoolbs. soolbs. loooltas. 
. 4 - ^ ^ 6 . 




Fig. 11. 

2. Solye example 1 taking into account the weight of the 
beam, which suppose to be 400 pounds. 

^ ng j Eight reaction = 1,643.75 point's. 
[ Left reaction = 1,756.25 pounds. 

3. Fig. 12 represents a simple beam weighing 800 pounds 
supported at A and B, and sustaining three loads as shown. 
What are the reactions ? 

Eight reaction = 2,014.28 pounds. 
Left reaction = 4,785.72 pounds. 

aooo Ibs. 



Ans 
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4. Suppose that in example 3 the beam also sustains a uni- 
formly distributed load (as a floor) over its entire length, of 500 
pounds per foot. Compute the reactions due to all the loads and 



the weight of the beam. 



On almost every cross-section of a loaded beam there are 
three kinds of stress, namely tension, compression and shear. The 
first two are often called fibre stresses because they act along the 
real fibres of a wooden beam or the imaginary ones of which we 
may suppose iron and steel beams composed. Before taking up 
the subject of these stresses in beams it is desirable to study certain 
quantities relating to the loads, and on which the stresses in a 
beam depend. These quantities are called external shear and 
bc/n ding moment, and will now be discussed. 

34. External Shear. By external shear at (or for) any sec- 
tion of a loaded beam is meant the algebraic sum of all the loads 
(including weight of beam) and reactions on either side of the 
section. This sum is called external shear because, as is shown 
later, it equals the shearing stress (internal) at the section. For 
brevity, we shall often say simply "shear" when external shear is 
meant. 

35. Rule of Signs. In computing external shears, it is cus- 
tomary to give the plus sign to the reactions and the minus sign 
to the loads. But in order to get the same sign for the external 
shear whether computed from the right or left, we change the sign 
of the sum when computed from the loads and reactions to the 
riglit. Thus for section a of the beam in Fig. 8 the algebraic sum is, 
when computed from the left, 

-1,000+3,000= +2,000 pounds; 
and when computed from the right, 

-1,000 + 3,000-2,000-2,000 = -2,000 pounds. 
The external shear at section a is + 2,000 pounds. 

Again, for section b the algebraic sum is, 
when computed from the left, 

-1,000 + 3,000-2,000-2,000+3,000 = + 1,000 pounds; 
and when computed from th' aght, -1,000 pounds. 

The external shear at the section is +1,000 pounds. 

It is usually convenient to compute the shear at a section 
from the forces to the right or left according as there are fewer 
forces (loads and reactions) on the right or left sides of the 
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iii pounds, but any other unit for expressing force and 
(as tlie ton) may be used. 

r . Notation. We shall use Y to stand for external shear at 
:tion, and the shear at a particular section will be denoted 
; letter subscripted; thus Y 1? Y 2 , etc., stand for the shears 
cms one, two, etc., feet from the left end of a beam, 
le shear has different values just to the left and right of a 
t or concentrated load. "We shall denote such values by Y' 
'; thus Y/ and Y n " denote the values of the shear at sec- 
little less and a little more than 5 feet from the left end 
ively. 

mrnples. 1. Compute the shears for sections one foot 
i the beam represented in Fig. 9, neglecting the weight of 
nn. (The right and left reactions are 3,700 and 2,300 
respectively; see example 1, Art. 33.) 

[1 the following values of the shear are computed from the 
Che shear just to the right of the left support is denoted by 
d Y " = 2,300 pounds. The shear just to the left of 33 is 
I by Y/, and since the only force to the left of the section 
left reaction, Y/ 2,300 pounds. The shear just to the 
P I> is denoted by Y,", and since the only forces to the left 
section are the left reaction and the 1, 000-pound load, 
2,300-1,000=1,300 pounds. To the left of all sections 
i B and C, there are but two forces, the left reaction and 
'00-pound load; hence the shear at any of those sections 
2,300-1,000 = 1,300 pounds, or 

Y 2 = Y 3 = Y 4 = Y 5 V 8 '= 1,300 pounds. 
*ar just to the right of is denoted by Y "; and since the 
;o the left of that section are the left reaction and the 
and 2,000-pound loads, 
Y ri " = 2,300-1,000-2,001 =- 700 pounds, 
ithout further explanation, thb student should understand 

Y 7 = + 2,300 - 1,000 - 2,000 ^ - 700 pounds, 

Y; =-700, 



weighs 400 pounds, and bears a uniformly distributed load or 
1,600 pounds. Compute the shears for sections two feet apart. 

Evidently each reaction equals one-half the sum of the load 
and weight of the beam, that is, -| (1,6004-400) =1,000 pounds. 
To the left of a section 2 feet from the left end, the forces acting 
on the beam consist of the left reaction, the load on that part of 
the beam, and the weight of that part ; then since the load and 
weight of the beam per foot equal 200 pounds, 

V 2 = 1,000-200 X 2 = 000 pounds. 

To the left of a section four feet from the left end, the forces 
are the left reaction, the load on that part of the beam, and the 
weight ; hence 

Y 4 = 1,000-200 X 4 = 200 pounds. 
Without further explanation, the student should see that 
V = 1,000-200 X 6 =-200 pounds, 
Y 8 = 1,000-200 X 8 = -600 pounds, 
V 10 ' = 1,000-200 X 10 = -1,000 pounds, 
y lo "= 1,000-200 X 10 + 1,000 = 0. 

3. Compute the values of the shear in example 1, taking 
into account the weight of the beam (400 pounds). (The right 
and left reactions are then 3,900 and 2,500 pounds respectively; 
see example 8, Art. 33.) 

"VVe proceed just as in example 1, except that in each compu- 
tation we include the weight of the beam to the left of the section 
(or to the right when computing from forces to the right). The 
w T eight of the beam being 40 pounds per foot, then (computing 
from the left) 

V,,"=+ 2,500 pounds, 

V,' =+ 2,500-40 =+2,460, 

y/' =+2,500-40-l,000= + l,460, 

V 2 =+2,500-1,000-40x2= +1,420, 

V 3 =-(-2,500-1,000-40x3 =+1,380, 

V 4 =+2,500-1,000-40x4 = +1,340, 

Y 5 =+2,500-1,000-40x5 = +1,300, 

V; =+ 2,500-1,000-40 X 6 = + 1,260, 



Computing from the right, we find, as before, that 

V 7 =-(3,900-3,000-40x3)=- 7SO pounds, 
Y 8 ' =-(3.900-3,000-40x2)==-820,'' 
Y g " =-(3,900-40 X2)=-3,820, 
etc., etc. 

EXAMPLES FOR PRACTICE. 

1. Compute the values of the shear for sections of the beam 
represented in Fig. 10, neglecting the weight of the bourn. (The 
right and left reactions are 8,800 and 4,000 pounds respectively; 
see example 2, Art. 33.) 

Y, =Y n '=-2,100 pounds, 

Ans Y *" =V a =Y 4 =Y=Y,=Y 7 =Y' H = + 1,000, 

" V" =V =Y V =V =V --V - -V V -1 700 

s * 9 T in r n v la v 13" v 11 ..... ' Y irr ~~ v 10" X 5 ' v/u ) 



2. Solve the preceding example"., taking into account the 
weight of the beam, 42 pounds per foot. (The right and loft 
reactions are 3,780 and 4,300 pounds respectively; see example 4, 
Art. 33.) 

"V " = - 2,100 Ibs. V 7 =-hl,<)G61bs. V u =-1,028 Ibs. 

V, =-2,142 V 8 ' =- + 1,1)24 V li; = - 1/,)70 

V; = - 2,184 Y 8 " = - 1,070 Y ]( ; = - 2,012 

Ans 4 ^" = + 2,176 V 9 =-1,718 V 10 "= + l,708 

Y 3 - -f 2,134 V IO - - 1,700 V 17 = + 1,726 

Y 4 =+2,092 Y u =-1,802 Y, H = + 1,084 

Y 6 =+2,050 V,, =- 1,844 Y,,, = + 1,642 

.Y G = + 2,008 V H =- 1,880 Y 20 ' = + 1,600 

3. Compute the values of the shear at sections one foot apart 
in the beam of Fig. 11, neglecting the weight. (The right and 

^ J o o o \ to 

left reactions are 1,444 and 1,550 pounds respectively; see example 
1, Art. 33.) 




II 



Y 2 " =V 3 =V 4 = 



* 7 8 * * 10 * 11 - ' 12 - * 1 



Ans. 



Ana. 



4. Compute the vertical shear at sections one foot apart ID 
the beam of Fig. 12, taking into account the weight of the beam, 
800 pounds, and a distributed load of 500 pounds per foot. (The 
right and left reactions are 4,870 and 11,930 pounds respectively; 
see examples 3 and 4, Art. 33.) 

V = Y T == + 6,150 Ibs. Y 16 - = + 830 Ibs 

Y!' = - 540 Ibs. V 8 '= + 5,610 Y lfl =+ 290 

VY':=_ 2,540 Y 8 " = +4,610 Y w ' = - 250 

Y 2 - 3,080 Y =+4,070 Y ]7 "= -8,250 

Y 8 = - 3,620 Y 10 = + 3,530 Y 18 = - 3,790 

Y 4 = - 4,160 Y n = + 2,990 Y 1D = - 4,330 

Y 5 = - 4,700 Y 12 = +2,450 Y 20 ' = - 4,870 

Y a ' = - 5,240 Y I3 = + 1,910 Y 20 " = 

_Y 6 "=+ 6,690 Y i4 = + 1,370 

38. Shear Diagrams. The way in which the external shear 
varies from section to section in a beam can be well represented 
by means of a diagram called a shear diagram. To construct 
such a diagram for any loaded beam, 

1. Lay off a line equal (by some scale) to the length of 
the beam, and mark the positions of the supports and the loads. 
(This is called a "base-line.") 

2. Draw a line such that the distance of any point of it 
from the base equals (by some scale) the shear at the correspond- 
ing section of the beam, and so that the line is above the base 
where the shear is positive, and below it where negative. (This is 
called a shear line, and the distance from a point of it to the 
base is called the "ordinate" from, the base to the shear line at 
that point.) 

We shall explain these diagrams further by means of illus- 
trative examples. 



Lay off A'E' (Fig. 13, Z) to represent the beam, and mark the 
positions of the loads JB', 0' and D'. In example 1, Art. 37, we 
computed the values of the shear at sections one foot apart; hence 
we lay off ordinates at points on A'E' one foot apart, to represent 
those shears. 

Use a scale of 4,000 pounds to one inch. Since the shear for 
any section in AB is 2,300 pounds, we draw a line ab parallel 
to the base 0.575 inch (2,300-^-4,000) therefrom; this is the shear 
line for the portion AB. Since the shear for any section in BO 
equals 1,300 pounds, we draw a line Vc parallel to the base and 
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Fig. 13. 

0.325 inch (1,300-4-4,000) therefrom; this is the shear line for the 
portion BO. Since the shear for any section in CD is -700 
pounds, we draw a line c'd below the base and 0.175 inch 
(700-^-4,000) therefrom; this is the shear line for the portion 
CD. Since the shear for any section in DE equals -3,700 Ibs., we 
draw a line^'e below the base and 0.925 inch (3,700^-4,000) there- 
from; this is the shear line for the portion DE. Fig. 13, b, is the 
required shear diagram. 

2. It is required to construct the shear diagram for the 
beam of Fi>. 14, a fa CODY of Ficr. 9 s ). takinp- into account the 



cion, 3:,vuu pounas 10 an men. J.HBJI me lengms or me oramaies 
corresponding to the values of the shear (see example 3, Art. 37\ 
are respectively: 

2,500^4,000=0.625 inch 

2,460-4-4,000=0.615 

l,460-:-4,000=0.3G5 " 
etc. etc. 

Laying these ordinates off from the base (upwards or downwards 
according as they correspond to positive or negative shears), we 
get #5, Z>'c, c'dy and d'e as the shear lines. 
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Fig. 14. 

3. It is required to construct the shear diagram for the 
cantilever beam represented in Fig. 15, a, neglecting the weight 
of the beam. 

The value of the shear for any section in AB is - 500 pounds; 
for any section in BC, -1,500 pounds; and for any section in 
CD, - 3,500 pounds. Hence the shear lines are ab, b'c, c'd. The 
scale being 5,000 pounds to an inch, 

A'a == 500^-5,000 = 0.1 inch, 
B'i' = 1,500-5-5,000 = 0.3 " 
C'c' = 3,500-^5,000 = 0.7 

fOlQ nlnoor. l;r-, Q D OHO oil Kol nTtT f Tl a T^Q OCX VvQnmi CQ oil f Vl Q TTolnOO rtf flia 
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Construct a shear diagram. 
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First, we compute the values of tlio shear at several sections, 
Thus Y " =- 500 pounds, 

V, =-500 -200= -700, 

V; =-500200x2=-!)00, 

V 2 " =- COO - 200X2 - 1,000, .-.--1,1)00, 



V ;i =- 500 - 1,000 - 200 X *-= 
V 4 =- 500 - 1,000 - 200 X-.1 

v; =-DOO - 1,000 - 200x5. 



2,100, 
2,;iOO, 

>,noo, 



V a " =- 500 - 1,000 - 200X5 - 2,000- -4,500, 

V fl =- 500 - 1,000 _ 2,000 - 200 X I >^ 4,700, 

V 7 =- 500 - 1,000 - 2,000 - 200X7 4,<>00, 

V 8 =- 500 - 1,000 - 2,000 _ 200 XN= -5,1.00, 

Y o =_ 500 - 1,000 - 2,000 - 20()X^=--5,JJ(M). 

The values, being negative, should he plotted downward. To a 

scale of 5,000 pounds to the inch they give the shear lines al>, Vc, 

#d (Fig. 16, I). 

EXAMPLES FOR PRACTICE. 

1. Construct a shear diagram for the Learn represented in 
Fig. 10, neglecting the weight of the bosun (see example 1, Art. 87). 

2. Construct the shear diagram for the Learn represented in 

Firr 11 narrla/rJ-i'ti ^"l-,^ ,: ~1, (. " R j.1... 1 / 1.- O 



4. Figs, a, cases 1 and 2, Table B, represent two cantilever 
beams, the first bearing a concentrated load P at the free end, 
and the second a uniform load W. Figs, b are the corresponding 
shear diagrams. Take P and W equal to 1,000 pounds, and satisfy 
yourself that the diagrams are correct. 
and satisfy yourself that the diagrams are correct. 

5. Figs, a, cases 3 and 4, same table, represent simple 
beams supported at their ends, the first bearing a concentrated 
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load P at the middle, and the second a uniform load "W". Figs. 
b are the corresponding shear diagrams. Take P and W equal 
to 1,000 pounds, and satisfy yourself that they are correct. 

39. Maximum Shear. It is sometimes desirable to know 
the greatest or maximum, value of the shear in a given case. This 
value can always be found with certainty by constructing the shear 
diagram, from which the maximum value of the shear is evident at 
a glance. In any case it can most readily be computed if one 
knows the section for which the shear is a maximum. The stu- 
dent should examine all the shear diagrams in the preceding 
articles and those that he has drawn, and see that 

1. In cantilevers fixed in a, wall, the maximum shear 
occurs at the wall. 



2. In simple beams, the maximum shear occurs at a- sec- 
tion next to one of the supports. 

By the use of these propositions one can determine the value 
of the maximum shear without constructing the whole shear 
diagram. Thus, it is easily seen (referring to the diagrams, page 
53) that for a 

Cantilever, end load P, maximum shear =P 

, uniform load W, " ="W 

Simple beam, middle load P, " " =-JP 

" " , uniform " "W, " " =-|W 

40. Bending riornent. By bending moment at (or for) a 
section of a loaded beam, is meant the algebraic sum of the mo- 
ments of all the loads (including weight of beam) and reactions 
to the left or right of the section with respect to any point in the 
section. 

41. Rule of Signs. "We follow the rule of signs previously 
stated (Art. 29) that the moment of a force which tends to pro- 
duce clockwise rotation is plus, and that of a force which tends to 
produce counter-clockwise rotation is minus; but in order to eet 

1 ' O 

the same sign for the bending moment whether computed frorr 
the right or left, we change the sign of the sum of the moments 
when computed from the loads and reactions on the right. Thus^ 
for section , Fig. 8, the algebraic sums of the moments of the 
forces are : 
when computed from tne left, 

-1,000X5 + 3,000x1^-2,000 foot-pounds; 
and when computed from the right, 

1,000 X 19-3,000 X 15 + 2,000 X 13 + 2,000 X 1 = + 2,000 foot- 

pounds. 
The bending moment at section a is -2,000 foot-pounds. 

Again, for section Z>, the algebraic sums of the moments of the 
forces are: 

when computed from the left, 
. -1,000 X 22 + 3,000 X 18-2,000 X 16-2,000 X 4 + 3,000 X 2= 



a section irom the iorces to tne right or left accorcuncr as there 

O O 

are fewer forces (loads and reactions) on the right or left side 
of the section. 

42. Units. It is customary to express bending moments in 
inch-pounds, but often the foot-pound unit is more convenient. 
To reduce footpounds to 'incli-pounds^ tmiltiply l>y twelve. 

43. Notation. We shall use j\I to denote bending moment at 
any section, and the bending moment at a particular section will 
be denoted by that letter subscripted; thus jM n M, ; , etc., denote 
values of the bending moment for sections one, two, etc., feet 
from the left end of the beam. 

Examples. 1. Compute the bending moments for sections 
one foot apart in the beam represented in Fig. 9, neglecting the 
weight of the beam. (The right and left reactions are 3,700 and 
2,800 pounds respectively. See example 1, Art. 33.) 

Since there are no forces acting on the beam to the left of the 
kit support, M () 0. To the left of the section one foot from the 
left end there is but one force, the left reaction, and its arm is one 
foot; hence M, = + 2,300 X != 2,300 foot-pounds. To the left of 
a section two feet from the left end there are two forces, 2,300 and 
1,000 pounds, and their arms are 2 feet and 1 foot respectively; 
hence M,:= + 2,300x2-1,000x1=3,600 foot-pounds. At the 
left of all sections between B and C there are only two forces, 
2,300 and 1,000 pounds; hence 

M :) = + 2,800 X 3-1,000 X 2= +4.000 foot-pounds, 
M 4 = -1-2,300 X 4-1,000 X 3= + 6,200 
M,= + 2,300 X 5-1,000 X 4= + 7,500 
* 



To the ri"ht of a section seven feet from the left end there 

n 

are two forces, the 3,000-pound load and the right reaction 
(3,700 pounds), and their arms with respect to an origin in that 
section are respectively one foot and three feet; hence 

M.=-(-3,700x 3 + 3,000x1) = + 8,100 foot-pounds. 
To the right of any section between E and D there is only one 



M s =-(-3,700x 2)=7,400 foot-pounds, 
M 9 =-(-3,700xl)=3,700 

Clearly M 10 =0. 

2. A simple beam 10 feet long and supported at its ends 
weighs 400 pounds, and bears a uniformly distributed load of 1,600 
pounds. Compute the bending moments for sections two feet 
apart. 

Each reaction equals one-half the whole load, that is, 4- of 
(1,600+400) =1,000 pounds, and the load per foot including 
weight of the beam is 200 pounds. The forces acting on the 
beam to the left of the first section, two feet from the left end, are 
the left reaction (1,000 pounds) and the load (including weight) 
on the part of the beam to the left of the section (400 pounds). 
The arm of the reaction is 2 feet and that of the 400-pound force 
is 1 foot (the distance from the middle of the 400 -pound load to 
the section). Hence 

M 2 = + 1,000 X 2-400 X 1= + 1,600 foot-pounds. 

The forces to the left of the next section, 4 feet from the left 
end, are the left reaction and all the load (including weight of 
beam) to the left (800 pounds). The arm of the reaction is 4 feet, 
and that of the 800-pound force is 2 feet; hence 

M 4 = + 1,000 X 4-800 X 2= + 2,400 foot-pounds. 
"Without further explanation the student should see that 

M = + 1,000 X 6-1,200 X 3= + 2,400 foot-pounds, 
M 8 = + 1,000x8-1,600x4^ + 1,600 

Evidently M U =M 10 =0. 

8. Compute the values of the bending moment in example 
1, taking into account the weight of the beam, 400 pounds. (The 
right and left reactions are respectively 3,1)00 and 2,500 pounds; 
see example 3, Art. 33.) 

We proceed as in example 1, except that the moment 
of the weight of the beam to the left of each section (or to 



M = 



loot-pounds, 
,500x2-1,000x1-80x1=4-3,920, 



M a = + 2,500 X 3-1,000 X 2-120 X 1J= + 5,320, 
= -f- 2,500 X 4-1,000 X 3-160 X 2=+ 6,680, 



M 



M n 
M 



= + 2,500 X 5-1,000 X 4-200 X 2 = + 8,000, 
= + 2,500x6-l,OOOx5-240x3=+9,280. 
( \miputing from the right, 



=-(-3,900x2 



)=+8,880, 



EXAMPLES FOR PRACTICE. 

1. Compute the values of the bending moment for sections 
one foot apart, beginning one foot from the left end of the 
beam represented in Fig. 10, neglecting the weight of the beam. 
(The right and left reactions are 3,300 and 4,000 pounds respec- 
tively; see example 2, Art. 33.) 

rM,= - 2,100 M G = + 3,400 M n = + 2,100 M 16 =-6,400 
Ans. M, 2 = - 4,200 M 7 = + 5,300 M 12 =+ 400 M 17 =-4,800 
(in foot- J M a = - 2,300 M 8 = + 7,200 M 13 = - 1,300 M 18 =-3,200 
pounds) M 4 = - 400 M,, = + 5,500 M lt = - 3,000 M 19 =-l,600 



M 5 = + 1,500 M M = + 3,800 M u "= - 4,700 M; O = 

2. Solve the preceding example, taking into account the 
weight of the beam, 42 pounds per foot. (The right and left 
reactions are 3,780 and 4,360 pounds respectively; see example 4, 
Art. 33.) 

X= - 2,121 M B =+4,084 M n = + 2,799 ]\I 16 = - 6,736 
M 2 = - 4,284 M. = + 6,071 M ia = + 976 M 17 = - 4,989 
M,= - 2,129 M 8 = + 8,016 M I3 "= - 889 M 18 = - 3,284 
M 4 = - 16 M 3 = + 6,319 M 14 = - 2,796 M M = - 1,621 
^M c = + 2,055 M lu = + 4,580 M ]B = - 4,745 M ao = 

Compute the bending moments for sections one foot 
apart, of the beam represented ia Fig. 11, neglecting the weio-ht. 
(The rieht and left reactions are 1.444 and 1.556 -nm-mds rfisnp,p.t.. 



Ans. 
(in foot- 
pounds) 



3. 



, 

I ^,= + 4,068 M 7 
\ ]H 4 = 



M 10 = + 5,600 M 14 = + 2,884 
,992 M u = + 5,216 M 1B = + 1,440 
,548 M 13 = + 4,772 M 18 = 

4 Compute the bending moments at sections one foot apart 
in the beam of Fig. 12, taking into account the weight of the beam, 
800 pounds, and a uniform load of 500 pounds per foot. (The 
right and left reactions are 4,870 and 11,030 pounds respectively; 
see Exs. 3 and 4, Art. 33.) 

'M x =- 270 M = -19,720 M u =+ 3,980 M 10 =12,180 
M 2 =- 3,080 M 7 = -13,300 M 12 =+ 6,700 M 17 =12,200 
M a =- 6,430 M 8 =- 7,420 H 13 = + 8,880 M 18 = 8,080 
M 4 = -10,320 M 8 =- 3,080 M 14 = + 10,520 M 19 r= 4,620 
M,,= -14,730 M M =+ 720 M M = + 11 S 620 M 20 = 



Ans. 
('in foot- 
pounds) 



44. Moment Diagrams. The way in which the bending 
moment varies from section to section in a loaded beam can be 
well represented by means of a diagram called a moment <li<tfjr</in . 
To construct such a diagram for any loaded beam, 
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1. Lay off a base-line just as for a shear diagram (see 
Art. 38). 

2. Draw a line such that the distance from any point of it 
to the base-line equals (by some scale) the value of the bending 
moment at the corresponding section of the beam, and so that the 
line is above the base where the bending- moment is uositive and 



we computed the values or the bending moment for sections one 

foot apart, so we erect ordinates at points of A'E' one foot apart, 

to represent the bending moments. 

We shall use a scale of 10,000 foot-pounds to the inch; then 

^he ordinates (see example 1, Art. 48, for values of M) will be: 
One foot from left end, 2,300-^-10,000 = 0.23 inch, 
Two feet " " 3,600^-10,000 = 0.36 
Three 4,900^-10,000 == 0.49 
Four 6,200-^10,000 = 0.62 
etc., etc. 
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Laying these ordinates off, and joining their ends in succession, 
we get the line A'JccZE', which is the bending moment line. 
Fig. 17, b. is the moment diagram. 

O ' ' O 

2. It is required to construct the moment diagram for the 
beam, Fig. 18, a (a copy of Fig. 9), taking into account the weight" 
of the beam, 400 pounds. 

The values of the bending moment for sections one foot apart 
were computed in example 3, Art. 43. So we have only to lay off 
ordinates equal to those values, one foot apart, on the base A'E'' 
(Fig. 18, J). 

To a scale of 10,000 foot-pounds to the inch the ordinates 
(see example 3, Art. 43, for values of M) are: 
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At left end, 

One foot from left end, 2,480-^10,000=0.248 inch 
Two feet " " 3,920-*- 10,000=0.392 " 
Three " " 5,320-r- 10,000=0.532 
Four " " " 6,680^-10,000=0.668 
Laying these ordinates off at the proper points, we get i 
as the moment line. 

3. It is required to construct the moment diagram for the 
cantilever beam represented in Fig. 19, a, 'neglecting the weight 
of the beam. The bending moment at B equals 

-500X2=-1,000 foot-pounds; 
atC, 

-500 X 5-1,000 X 3=-5,500 ; 
and at D, 

-500 X 9-1 ,OOOX 7-2,000 X 4=-19,500. 

soo Ibs. looolbs. 
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Using a scale of 20,000 foot-pounds to one inch, the ordinates 
in the bending moment diagram are: 

AtB, 1,000-*- 20,000=0.05 inch, 

" C, 5,500-f-20,OC.O=0.275 " 

D, 19,500-^20,000=0.975 " 
Hence we lay these ordinates off, and downward because the bend- 



Construct a moment diagram. 

First, we compute the values of the bending moment at sev, 
eral sections; thus, 

M^-SOOx 1-100 X|=-550 foot-pounda, 
M 2 =-500X 2-200 XI =-1,200, 
M 8 =-500 X 3-1,000 X 1-300 X 1 J=-2,950, 
M 4 =-500 X 4-1,000 X 2-400 X 2=-4,800, 
M 5 =-500 X 5-1,000 X 3-500 X 2J=-6,750, 
M 8 =-500 X 6-1,000 X 4-2,000 X 1-600 X 3=-10,800, 
M 7 =-500 X 7-1,000 X 5-2,000 X 2-700 X 3=-14,950, 
M 8 =-500 X S-1,000 X 6-2,000 X 3-800 X 4=-19,200, 
M =-500 X 9-1,000 X 7-2,000 X 4-900 X 4=-23,550. 



soolbs. looolbs. 
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Fig. 20. 

These values all being negative, the ordinates are all laid off 
downwards. To a scale of 20,000 foot-pounds to one inch, they 
fix the moment line A'lcd. 

EXAHPLES FOR PRACTICE. 

1. Construct a moment diagram for the beam represented in 
Fig. 10, neglecting the weight of the beam. (See example 1, 
^rt. 43). 

2. Construct a moment diagram for the beam represented 
in Fie. 11, neglecting: the weight of the beam. (See example 3, 

O^OO O \ J- x 

Art. 43V 



Weigllt (8UU pounds J, a uniiorm JLUUU ui u\j\j jjuiuiua jjci J.UUL. 

(See example 4, Art. 43.) 

4. Figs. #, cases 1 and 2, page 53, represent two cantilever 
beams, the first bearing a load P at the free end, and the second 
a uniform load W. Figs, c are the corresponding moment 
diagrams. Take P and "W equal to 1,000 pounds, and I equal to 
10 feet, and satisfy yourself that the diagrams are correct. 

5. Figs, a, cases 3 and 4, page 53, represent simple beams 
on end supports, the first bearing a middle load P, and the other a 
uniform load "W. Figs, c are the corresponding moment dia- 
grams. Take P and "W" equal to 1,000 pounds, and I equal to 
10 feet, and satisfy yourself that the diagrams are correct. 

45. Maximum Bending Moment. It is sometimes desirable 
to know the greatest or maximum value of the bending moment 
in a given case. This value can always be found with certainty 
by constructing; the moment diagram, from which the maximum 

i/ o o 

value of the bending moment is evident at a glance. But in any 
case, it can be most readily computed if one knows the section for 
which the bending moment is greatest. If the student will com- 
pare the corresponding shear and moment diagrams which have 
been constructed in foregoing articles (Figs. 13 and 17, 14 and 
18, 15 and 19, 16 and 20), and those which he has drawn, he will 
see that The maximum bending moment in> a beam, occurs 
where the shear changes sign. 

By the help of the foregoing principle we can readily com- 
pute the maximum moment in a given case. "We have only to 
construct the shear line, and observe from it where the shear 
changes sign; then compute the bending moment for that section. 
If a simple beam has one or more overhanging ends, then the shear 
changes sign more than once twice if there is one overhanging 

O O O O 

end, and three times if two. In such cases we compute the 
bending moment for each section where the shear changes sign; 
the largest of the values of these bending moments is the maxi- 
mum for the beam. 

The section of maximum bending moment in a cantilever 
at onfi find fa.s whfm built, int~> a, wn.11^ is a.lwavs n.t. tbft wall 



j WIIOOUT; reierence 10 me moment diagrams, ic IB reauiiy 
that, 

for a cantilever whose length is L 

O ' 

with an end load P, the maximum moment is P, 
" a uniform " W, " " " " & WL 

? M 

Also by the principle, it is seen that, 

for a beam whose length is I, on end supports, 

with a middle load P, the maximum moment is PI, 
uniform "W, " J "W7. 

46. Table of Maximum Shears, Moments, etc. Table B 
on page 53 shows the shear and moment diagrams for eight 
simple cases of beams. The first two cases are built-in can triers; 
the next four, simple beams on end supports; and the last two, 
restrained beams built in walls at each end. In each case I 
denotes the length. 

CENTER OF GRAVITY AND flOMENT OF INERTIA. 

It will be shown later that the strength of a beam depends 

Frtly on the form of its cross-section. The following: discussion 
t/ O 

relates principally to cross-sections of beams, and the results 
reached (like shear and bending moment) will be made use of 
later in the subject of strength of beams. 

47. Center of Gravity of an Area. The student probably 
knows what is meant by, and how to find, the center of gravity of 
any flat disk, as a piece of tin. Probably his way is to balance 
the piece of tin on a pencil point, the point of the tin at which it so 
balances being the center of gravity. (Really it is midway between 
the surfaces of the tin and over the balancing point.) The center 
of gravity of the piece of tin, is also that point of i.t through which 
the resultant force of gravity on the tin (that is, the weight of the 
piece) acts. 

By "center of gravity" of a plane area of any shape we mean 
that point of it which corresponds to the center of gravity of a 
piece of tin when the latter is cut out in the shape of the area. 
The center of gravity of a quite irregular area can be found most 
readily by balancing a piece of tin or stiff paper cut in the shaije 




described. 

48. Principle of floments Applied to Areas. Let Fig. 21 
represent a piece of tin which has been divided off into any num- 
ber of parts in any way, the weight of the whole being W, and 
that of the parts W lt W 2 , "W 3 , etc. Let C 15 C 2 , C 3 , etc., be the 
centers of gravity of the parts, C that of the whole, and <? <? 2 , <? 3 , 
etc., and c the distances from those centers of gravity respectively 
to some line (L L) in the plane 
of the sheet of tin. "When the 
tin is lying in a horizontal posi- 
tion, the moment of the weight 
of the entire piece about L L is 
We, and the moments of the 
parts are "W\Ci, "W 2 <? 2 , etc. Since i 

the weight of the whole is the T } c t 

resultant of the weights of the . 

. Fig. 21. 

parts, the moment of the weight 

of the whole equals the sum of the moments of the weights of the 
parts; that is, 

Now let Aj, A 2 , etc. denote the areas of the parts of the pieces 
of tin, and A the area of the whole: then since the weights are 

' O 

proportional to the areas, we can replace the ~W's in the preceding 
equation by corresponding A's, thus: 

At'=A J c 1 + A a (? 2 +etc (4) 

If we call the product of an area and the distance of its 
center of gravity from some line in its plane, the "moment" of the 
area with respect to that line, then the preceding equation may be 
stated in words thus: 

The moment of an area with respect to any line equals the 
algebraic sum of the moments of the parts of the area. 

If all the centers of gravity are on one side of the line with 
respect to which moments are taken, then all the moments should be 
given the plus sign; but if some centers of gravity are on one side 
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of all rules for finding the center of gravity of an area. 

To find the center of gravity of an area which can be divided 
np into simple parts, we write the principle in forms of equations 
for two different lines as "axes of moments," and then solve the 
equations for the unknown distances of the center of gravity of the 
whole from the two lines. We explain further "by means of specific 
examples. 

Examples. 1. It is required to find the center of gravity 
of Fig. 22, a, the width being uniformly one inch. 

The area can be divided into two rectangles. Let C : and 
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Fig. 22. 

C 3 be the centers of gravity of two such parts, and the center of 
gravity of the whole. Also let a and Z> denote the distances of C 
from the two lines OL' and OL" respectively. 

The areas of the parts are 6 and 3 square inches, and their 
arms with respect to OL' are 4 inches and -J- inch respectively, and 
with respect to OL" -| inch and 1^ inches. Hence the equations of 
moments with respect to OL' and OL" (the whole area being 9 
square inches) are: 



Hence, a, 25.5-^-9 = 2.83 inches, 

1= 7.5-^9 = 0.83 " . 

2. It is required to locate the center of gravity of Fig. 22, 3, 



gravity of the whole; and let a denote the (unknown) distance of 
from the base. The areas of the parts are 4, 3 and 4 square 
inches, and their " arms " with respect to 
the base are 2, -| and 2 inches respectively; 
hence the equation of irioments with re- 
spect to the base (the en tire area being 18 
square inches) is: 

18X^=4x2+10x^+4x2 = 21. 
Hence, a = 21-^18 = 1.17 inches. 

From the symmetry of the area it is plain 
that the center of gravity is midway be- 
tween the sides. 



EXAMPLE FOR PRACTICE. 

1. Locate the center of gravity of 
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Fig. 23. 



Fig. 23. 



In Fig. 



Ans. 2.3 inches above the base. 
49. Center of Gravity of Built=up Sections. 

there are represented cross-sections of various kinds of rolled steel, 
called "shape steel," which is used extensively in steel construction. 
Manufacturers of this material publish "handbooks" giving full 
information in regard thereto, among other things, the position of 
the center of gravity of each cross section. ~\A r ith such a handbook 
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Fig. 24, 

available, it is therefore not necessary actually to compute the posi- 
tion of the center of gravity of anv section, as we did in the nre- 



make a "built-up" section (see Fig. 25), and tlien it may be neces- 
sary to compute the position of the center of gravity of the section. 
Example, It is desired to locate the center of gravity of the 
section of a built-up beam represented in Fig. 25. ' The beam con- 
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Pig. 25. 

sists of two channels and a plate, the area of the cross-section of a 
channel being 6.03 square inches. 

Evidently the center of gravity of each channel section is 6 
inches, and that of the plate section is 12^- inches, from the bottom. 

Let c denote the dis- 
tance of the center of 
gravity of the whole 
section from the bot- 
tom ; then since the 

2 area of the plate section 

is 7 square inches, and 

1.66" that of the whole sec- 
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Fig. 26. 



tiou is 10.00, 

19.06X^ = 6.03X6 

6.03X6 + 7X121 
158.11. 
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Fig. 20, a, the area of each "angle" being 5.00 square inches, and 
the center of gravity of each being as shown in Fig. 20, b. 

Ans. Distance from top, 3.08 inches. 

2. Omit the left-hand angle in Fig. 20, a, and locate the 
center of gravity of the remainder. 

j Distance from top, 3.05 inches, 

| left side, 1.19 inches. 

50. floment of Inertia. If a plane area be divided into an 
infinite number of infinitesimal parts, then the sum of the prod- 
ucts obtained by multiplying the area of each part by the squaro 
of its distance from some line is ealled the moment of -inertia of the 
area with respect to the line. The line to which the distances are 
measured is called the inertia-axis; it may be taken anywhere in 
the plane of the area. la the subject of beams (where we have 
sometimes to compute the moment of inertia of the cross-section 
of a beam), the inertia-axis is taken through the center of gravity 
of the section and horizontal. 

An approximate value of the moment of inertia of an area 
can be obtained by dividing the area into small parts (not infini- 
tesimal), and adding the products obtained by multiplying the 
area of each part by the square of the distance from its center to 
the inertia-axis. 

Example. If the rectangle of Fig. 27, a, is divided into 8 
parts as shown, the area of each is one square inch, and the dis- 
tances from the axis to the centers of gravity of the parts are -| 
and 1-| inches. For the four parts lying nearest the axis the 
product (area times distance squared) is: 

lX( -J) 2 J; and for the other parts it is 



Hence the approximate value of the moment of inertia of the area 
with respect to the axis, is 



If the area is divided into 32 parts, as shown in Fig. 27, 
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If we divide the rectangle into still smaller parts and form 
the products 

(small area) X (distance) 2 , 

and add the products just as we have done, we shall get a larger 
answer than 10 J. The smaller the parts into which the rec- 
tangle is divided, the larger will be the answer, but it will never 
be larger than lOf. This 10 1 is the sum corresponding to a 

division of the rectangle into an 
infinitely large number of parts 
(infinitely small) and it is the 
exact value of the moment of 
inertia of the rectangle with re- 

o 

spect to the axis selected. 

There are short methods of 
computing the exact values of the 
moments of inertia of simple fig- 
ures (rectangles, circles, etc.,), 
but they cannot be given here since they involve the use of difficult 
mathematics. The foregoing method to obtain approximate val- 
ues of moments of inertia is used especially when the area is quite 
irregular in shape, but it is given here to explain to the student 
the meaning of the moment of inertia of an area. He should 
understand .now that the moment of inertia of an area is sim- 
ply a name for such sums as we have just computed. The name 
is not a fitting one, since the sum has nothing whatever to do with 
inertia. It was first used in this connection because the sum is 
very similar to certain other sums which had previously been 
called moments of inertia. 

51. Unit of Moment of Inertia. The product (area X dis- 
tance 2 ) is really the product of four lengths, two in each factor ; 
and since a moment of inertia is the sum of such products, a 
moment of inertia is also the product of four lengths. JS T ow the 
product of two lengths is an area, the product of three is a vol- 
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these quantities (area, volume, and moment of inertia) are respec- 
tively: 

the square inch, square foot, etc., 

" cubic " , cubic " " , 
" biquadratic inch, biquadratic foot, etc. ; 

but tho biquadratic inch is almost exclusively used in this connec- 
tion; that is, the inch is used to compute 
values of moments of inertia, as in the pre- 
j ceding illustration. It is often written 
J T thus: Inches 4 . 

-I 52. Moment of Inertia of a Rectangle. 



Let 1) denote the base of a rectangle, and a 

Fi 2.3 i ts altitude; then by higher mathematics it 

can be shown that the moment of inertia 

of the rectangle with respect to a line through its center of gravity 
and parallel to its base, is T V la 3 . 

Example. Compute the value of the moment of inertia of 
a rectangle ix!2 inches with respect to a line through its center 
of gravity and parallel to the long side. 

Here 1=12, and ^ = 4 inches ; hence the moment of inertia 
desired equals 

J 3 (12 X4")=64 inches 4 . 

EXAHPLE FOR PRACTICE. 

1. Compute the moment of inertia of a rectangle 4x12 
inches with respect to a line through its center of gravity and 
parallel to the short side. Ans. 576 inches 1 . 

53. Reduction Formula. In the previously mentioned 
"handbooks" there can be found tables of moments of inertia of 
all the cross-sections of the kinds and sizes of rolled shapes made. 
The inertia-axes in those tables are always taken through the cen- 
ter of gravity of the section, and usually parallel to some edge of 
the section. Sometimes it is necessary to compute the moment of 
inertia of a "rolled section" with respect to some other axis, and 
if the two axes (that is, the one given in the tables, and the other) 



through the center of gravity, plus the product of the area and 
the square of the distance between the axes. 
Or. if I denotes the moment of' inertia with respect to any axis; 
I the moment of inertia with respect to a parallel axis through 
the center of gravity; A the area; and d the ? -stance between the 
axes, then 



Example. It is required to compute the moment of inertia 
of a rectangle 2x8 inches with respect to a line parallel to the 
long side and 4 inches from the center of gravity. 

Let I denote the moment of inertia sought, and I the moment 
of inertia of the rectangle with respect 
to a line parallel to the long side and 
through the center of gravity (see Fig. 
28). Then 

I = T V&0 3 (see Art. 52); and, 
since J=8 inches and =2 inches, 
I o := T i 3 .(Sx2 3 ) 5-| biquadratic inches. 

The distance between the two inertia- 
axes is 4: inches, and the area of the 
rectangle is 16 square inches, hence 
equation 5 becomes 

1=5 J+ 16x4?= 261-1 biquadratic inches. 

EXAMPLE FOR PRACTICE. 

1. The moment of inertia of an "angle" 24- X 2x4- inches 
(lengths of sides and width respectively) with respect to a line 
through the center' of gravity and parallel to the long side, is 0.64 
inches*. The area of the section is 2 square inches, and the dis- 
tance from the center of gravity to the long side is O.G3 inches. 
(These values are taken from a "handbook".) It is required to 
compute the moment of inertia of the section with respect to a 
line parallel to the long side and 4 inches from the center of 
oravity. 4 
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inertia of the parts, oil with respect to that same axis. This is the 
method for computing the moment of any area which can be 
divided into simple parts. 

The moment of inertia of an area which may be regarded as 
consisting of a larger area minus other areas, is computed by sub- 
tracting from the moment of inertia of the large area those of the 
"minus areas." 

Examples. 1. Compute the moment of inertia of the built- 
up section represented in Fig. 30 (in part same as Fig. 25) with 
respect to a horizontal axis 

passing through the center f. Jf " ?) 

of gravity, it being given &' :2 *fr < 7X! , fr dE* 

that the moment of inertia 
of each channel section 
with respect to a horizontal 
axis through its center of 
gravity is 128.1 inches 4 , 
and its area 6.03 square 
inches. 

The center of gravity of 
the whole section was found 

in the example of Art. 49 to be 8.30 inches from the bottom of 
the section; hence the distances from the inertia-axis to the 
centers of gravity of the channel section and the plate are 2.30 
and 3.95 inches respectively (see Fig. 30). 

The moment of inertia of one channel section with respect to 
the axis A A (see equation 5, Art. 53) is: 

128.1 + 6.03X2.30 2 160.00 inches 4 . 

The moment of inertia of the plate section (rectangle) with re- 
spect to the line a" a" (see Art. 52) is: 

-Jy ba 8 = T 1 3 -[ 14: X (i) 3 ] - 15 inches 4 ; 

and with respect to the axis AA (the area being 7 square inches) 
it is: 

0.15+7X3.95 2 =109.37 inches 4 . 
Therefore the moment of inertia of the whole section with re- 




Fig. 30. 



JJ.UAHJW X CU LO.11V 1C UJL JL !! & >-> W1L11 IC&UCUb LU J.1J4O 1/JLU.UUVU tJUO 

center of gravity and parallel to the short side. 

The amount of inertia of the large rectangle with respect to 
the named axis (see Art. 52) is: 
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Fig. 31. 
and the moment of inertia of the smaller one with respect to the 



same axis is: 



= 170; 



hence the moment of inertia of the hollow section with respect 
to the axis is: 

416J - 170g = 240 inches". 

EXAMPLES FOR PRACTICE. 

1. Compute the moment of inertia of the section repre- 
sented in Fig. 31, , about the axis AA, it being 3.08 inches 
from the top. Given also that the area of one angle section is 
5.06 square inches, its center of gravity C (Fig. 31, Z) 1.66 inches 
from ib<d top, and its moment of inertia with respect to the axis aa 
17 RR im.W Ann. 1 4-5.8 inches 4 .. 



and its moment of inertia with respect to Ifo 17.68 inches. 

Ans. 77.618 inches 4 . 
55. Table of Centers of Gravity and floments of Inertia. 

Column 2 in Table A below gives the formula for moment of 
inertia with respect to the horizontal line through the center of 
gravity. The numbers in the third column are explained in Art. 
62; and those in the fourth, in Art. 80. 

TABLE A. 

Moments of Inertia, Section Moduli, and Radii of Gyration. 

lu each case the axis is horizontal and passes through the center of gravity. 
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STRENGTH OF BEAMS. 

56. Kinds of Loads Considered. The loads that are applied 
to a horizontal beam are usually vertical, but sometimes forces are 
applied otherwise than at right angles to beams. Forces acting on 
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subjected to transverse forces (loads and reactions). 

57. Neutral Surface, Neutral Line, and Neutral Axis. When 
a beam is loaded it may be wholly convex up (concave down), as a 
cantilever; wholly convex down (concave up), as a simple beam 
on end supports; or partly convex up and partly convex down, as 
a simple beam with overhanging ends, a restrained beam, or a con- 




Fig. 32. 

tinuous beam. Two vertical parallel lines drawn close together on 
the side of a beam before it is loaded will not be parallel after it 
is loaded and bent. If they are on a convex-down portion of a 
beam, they will be closer at the top and farther apart below than 
when drawn (Fig. 32), and if they are on a convex-up portion, 
they will be closer below and farther apart above than when drawn 
(Fig. 32J). 

The " fibres " on the convex side of a beam are stretched and 
therefore under tension, while those on the concave side are short- 
ened and therefore under compression. Obviously there must be 
some intermediate fibres which are neither stretched nor shortened, 
a. e., under neither tension nor compression. These make up 
a sheet of fibres and define a surface in the beam, which surface is 
called the neutral surface of the beam. The intersection of the 
neutral surface with either side of the beam is called the neutral 
line, and its intersection with any cross-section of the beam is 
called the neutral axis of that section. Thus, if ab is a fibre that 
has been neither lengthened nor shortened with the bending of the 
beam, then nn is a portion of the neutral line of the beam; and, 
if Fig. 32c be taken to represent a cross-section of the beam, NN 
is the neutral axis of the section. 



provided, mat all me forces applied to the beam are transverse, and 
that the tensile and compressive stresses at the cross-section are 
all within the elastic limit of the material of the beam. 

58. Kinds of Stress at a Cross=section of a Beam. It has 
already been explained in the preceding article that there are ten- 
sile and compressive stresses in a beam, and that the tensions are 
on the convex side of the beam and the compressions on the con- 
cave (see Fig. 33). The forces T and C are exerted upon the 
portion of the beam represented by the adjoining portion to the 



or 



or 



Fig. 33. 

right (not shown). These, the student is reminded, are often called 
fibre stresses. 

Besides the fibre stresses there is, in general, a shearing stress 
at every cross-section of a beam. This may be proved as follows: 

Fig. 34 represents a simple beam on end supports which has 
actually been cut into two parts as shown. The two parts can 
maintain loads when in a horizontal position, if forces are applied 
at the cut ends equivalent to the forces that would act there if the 
beam were not cut. Evidently in the solid beam there are at the 
section a compression above and a tension below, and such forces 
can be applied in the cut beam by means of a short block C and a 
chain or cord T, as shown. The block furnishes the compressive 
forces and the chain the tensile forces. At first sight it appears as 
if the beam would stand up under its load after the block and 
chain have been put into place. Except in certain cases*, how- 
ever, it would not remain in a horizontal position, as would the 
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the actual stresses in the solid beam. "What is needed is a vertical 
force at each cut end. 

Suppose that Ej is less than L t 4-L 2 + weight of A, i. <?., that 
the external shear for the section is negative; then, if vertical pnlls 
be applied at the cut ends, upward on A and downward on B, the 
beam will stand under its load and in a horizontal position, just as 
a solid beam. These pulls can be supplied, in the model of the 
beam, by means of a cord S tied to two brackets fastened on A and 



Fig. 34. 





L i 


L 2 __ r, P^_ ^3 


A 


T 

EH 


S 

J-Oi 


B 



1 



! L I 



w 



T 



Fig. 35. 



B, as shown. In the solid beam the two parts act upon each 
other directly, and the vertical forces are shearing stresses, since 
they act in the plane of the surfaces to which they are applied. 

59. Relation Between the Stress at a Section and the Loads 
and Reactions on Either Side of It. Let Fig. 35 represent the 
portion of a beam on the left of a section; and let Rj denote the 
left reaction; L : and L 2 the loads; W the weight of the left part; 

C, T, andS the compression, tension, and shear respectively which, 
the right part exerts upon the left. 

Since the part of the beam here represented is at rest, all the 
forces exerted upon it are balanced; and when a number of hori- 
zontal and vertical forces are balanced, then 

1. The algebraic sum of the horizontal forces equals zero. 

2. " " " " " vertical " " " 

3. " " " " " moments of all the forces with respect to 
any point equals zero. 

To satisfy condition 1, since the tension and compression are 



up or down 'according as the external shear is negative or positive. 
In other words, briefly expressed, the internal and external shears 
at a section are equal and- opposite. 

To satisfy condition 3, the algebraic sum of the moments of 
the fibre stresses about the neutral axis must be equal to the sum 
of the moments of all the other forces acting on the portion about 
the same line, and the signs of those sums must be opposite. (The 
moment of the shear about the neutral axis is zero.) Now, the 
sum of the moments of the loads and reactions is called the bend- 
ing moment at the section,. and if we use the term resisting mo= 
ment to signify the sum of the moments of the fibre stresses (ten- 
sions and compressions ) about the neutral axis, then we may say 
briefly that the resisting and the bencling^ioments at a section (ire 
equal, and the two moments are opposite in sign. 

60. The Fibre Stress. As before stated, the fibre stress is 
not a uniform one, that is, it is not uniformly distributed over the 
section on which it acts. At any section, the compression is most 
" intense " (or the unit-compress! ve stress is greatest) on the con- 
cave side; the tension is most intense (or the unit- tensile stress is 
greatest) on the convex side; and the unit-conipressive and unit- 
tensile stresses decrease toward the neutral axis, at which place the 
unit-fibre stress is zero. 

If the fibre stresses are within the elastic limit, then the two 
straight lines on the side of a beam referred to in Art. 57 will still 
be straight after the beam is bent; hence the elongations and short- 
enings of the fibres vary directly as their distance from the neutral 
axis. Since the stresses (if within the elastic limit) and deforma- 
tions in a given material are proportional, the unit-fibre stress 
varies as the distance from the neutral axis. 

Let Fig. 86& represent a portion of a bent beam, 365 its cross- 
section, nn the neutral line, and N1ST the neutral axis. The way 
in which the unit-fibre stress on the section varies can be rep- 
resented graphically as follows: Lay off ac, by some scale, to 
represent the unit-fibre stress in the top fibre, and join c and n, 
extending the line to the lower side of the beam ; also make be* equal 



6i. Value of the Resisting Moment. JLr b denotes the unu- 
libre stress in the fibre farthest from the neutral axis (the greatest, 
unit-fibre stress on the cross -section), and c the distance from the 
neutral axis to the remotest fibre, while Sj, S 25 S 3 , etc., denote the 
unk-fibre stresses at points whose distances from the neutral axis 
are, respectively, y 15 y 2 , y 3 , etc. (see Fig. 365), then 

o 

S : S, :: c : y,; or S, = ?/.- 

S S 

Also, S 2 = y,\ S 3 =y,, etc. 



Let 



6 G 

. 2 , # 3 , etc., be the areas of the cross-sections of the fibres 
<&. S c 



c 1 




a. TO 

Fig. 36. 

whose distances from the neutral axis are, respectively, y n ?/ 2 , y S: 
etc. Then the stresses on those fibres are, respectively, 
Sj #j, S 2 ft 2 , S 3 3 , etc. ; 

S S S 

or, ~y,( ( n ~y^i -~y^i etc. 

c ^ 1 " c - 2 ' c ya 3 ' 

The arms of these forces or stresses with respect to the neutrai axis 
are, respectively, y^ y u y w etc.; hence their moments are 

S S S 

etc., 



o o o 

and the sum of the moments (that is, the resisting moment) is 
S S S 



etc. =- 

6 



a, y\ + etc.) 



Now #j ^i -f a 2 y\ -\- etc. is the sum of the px'oducts obtained by 
multiplying each infinitesimal part of the area of the cross-section 
by the square of its distance from the neutral axis; hence, it is the 
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PART II. 



STRENGTH OF BEAHS (Concluded). 
62. First Beam Formula. As shown in the preceding 
article, the resisting and bending moments for any section of a 
beam are equal; hence 

OT 

T = M > (<>) 

all the symbols referring to the same section. This is the most 
important formula relating to beams, and will be called the " first 
beam formula." 

The ratio I -4- G is now quite generally called the section 
modulus. Observe that for a given beam it depends only on the 
dimensions of the cross-section, and not on the material or any- 
thing else. Since I is the product of four lengths (see article 51), 
I -4- c is the product of three; and hence a section modulus can be 
expressed in units of volume. The cubic inch is practically always 
used; and in this connection it is written thus, inches 3 . See Table 
A, page 52, for values of the section moduli of a few simple sections. 

63. Applications of the First Beam Formula. There are 
three principal applications of equation 6, which will now be ex- 
plained and illustrated. 

64. First Application. The dimensions of a beam and its 
manner of loading and support are given, and it is required to 
compute the greatest unit-tensile and compressive stresses in the 
beam. 

This problem can be solved by means of equation 0, written 
in this form, 

Me M 



Unless otherwise stated, we assume that the beams are uniform 
in cross-section, as they usually are; then the section modulus 
(I-f-c) is the same for all sections, and S (the unit-fibre stress on 



greatest unit-fibre stress in a given case, substitute the values of 
the section modulus and the maximum bending moment in the 
preceding equation, and reduce. 

If the neutral axis is equally distant from the highest and low- 
est fibres, then the greatest tensile and compressive unit-stresses 
are equal, and their value is S. If the neutral axis is unequally 
distant from the highest and lowest fibres, let c denote its distance 
from the nearer of the two, and S' the unit-fibre stress there. 
Then, since the unit-stresses in a cross-section are proportional to 
the distances from the neutral axis, 

S' c' c' 

_ _ __ or b - b. 

If the remotest fibre is on the convex side of the beam, S is tensile 
and S' compressive; if the remotest fibre is on the concave side, S 
is compressive and S' tensile. 

Examples. 1. A beam 10 feet long is supported at its ends, 

and sustains a load of 4,000 pounds two feet from the left end 

. (Fig- 37, ). If the beam is 4 X 12 inches in cross-section (the 

long side vertical as usual), compute the maximum tensile and 

compressive unit-stresses. 

The section modulus of a rectangle whose base and altitude 
are l> and a, respectively (see Table A, page 52), is -J# 2 ; hence, 
for the beam under consideration, the modulus is 

-J7-X4X12 2 = 96 inches 3 . 

To compute the maximum bending moment, we have, first, to find 
the dangerous section. This section is where the shear changes 
sign (see article 45); hence, we have to construct the shear dia- 
gram, or as much thereof as is needed to find where the change of 
sign occurs. Therefore we need the values of the reaction. 
Neglecting the weight of the beam, the moment equation with 
origin at C (Fig. 37, a] is 

E, X 10 - 4,000 X 8 = 0, or E, = 3,200 pounds 
* NOTE. Because S is greatest in the section where M is maximum, this 
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Then, constructing the shear diagram, we see (Fig. 37, &) that the 
change of sign of the shear (also the dangerous section) is at the 
load. The value of the bending moment there is 
3,200 X 2 = 6,400 foot-pounds, 
or 6,400 X 12 = 76,800 inch-pounds. 

Substituting in equation 6', we find that 

S = T7T = 800 pounds per square inch. 
4ooolbs. 




c 11 (c) 



Fig. 37. 

2. It is desired to take into account the weight of the beam 
in the preceding example, supposing the beam to be wooden. 
The volume of the beam is 



- 

1 l { 

144 



8.^ cubic feet; 



sign at the load as before. The weight of the beam to the left of 
the dangerous section is 80 pounds ; hence the maximum bending 
moment equals 

3,275 X 2 - 30 X 1 = 6,520 foot-pounds, 
or 6,520 X 12 = 78,240 inch-pounds. 

Substituting in equation G', we find that 

o 78,240 - 

S = fTp = 8 ID pounds per square inch. 

The weight of the beam therefore increases the unit-stress pro- 
duced by the load at the dangerous section by 15 pounds per 
square inch. 

3. A T-bar (see Fig. 38) 8 feet long and supported at each 
I -" "^i-^j end, bears a uniform load of 1,200 



o' -.^j pounds. The moment of inertia of its 

I cross-section with respect to the neu- 
"cO tral axis being 2.42 inches 4 , compute 
cvi the maximum tensile and compressive 

*- unit-stresses in the beam 



lg ' ' Evidently the dangerous section 

is in the middle, and the value of the maximum bending: moment 

' O 

(see Table B, page 53, Part I) is - "W7, W and I denoting the load 
and length respectively. Here 

_ -\V7 =-g- X 1,200 X 8 = 1,200 foot-pounds, 

or 1,200 X 12 = 14,400 inch-pounds. 

The section modulus equals 2.42 -f- 2.28 = 1.06; hence 

14,400 
S = - |' r. = 13,585 pounds per square inch. 

This is the unit-fibre stress on the lowest fibre at the middle sec- 
tion, and hence is tensile. On the highest fibre at the middle 
section the unit-stress is compressive, and equals (see page 60): 



A. xx ucetiu JLfj iccb J-Uiig a/iiu. u A. -Lid JUUULCS m 

rests on end supports, and sustains a load of 3,000 pounds in the 
middle. Compute the greatest tensile and conipressive unit- 
stresses in the Learn, neglecting the weight of the beam. 

Ans. 750 pounds per square inch. 

2. Solve the preceding example taking into account the 
weight of the beam, 300 pounds 

Ans. 787.5 pounds per square inch. 

3. Suppose that a built-in cantilever projects 5 feet from the 
wall and sustains an end load of 250 pounds. The cross-section of 
the cantilever being represented in Fig. 38, compute the greatest 
tensile and conipressive unit-stresses, and tell at what places they 
occur. (Neglect the weight.) 

j Tensile, 4,471 pounds per square inch. 

( Conipressive, 14,150 " 

4. Compute the greatest tensile and conipressive unit-stresses 
in the beam of Fig. 18, a, due to the loads and the weight of beam 
(400 pounds). (A moment diagram is represented in Fig. 18, 5; 
for description see example 2, Art. 44, p. 39.) The section of 
the beam is a rectangle 8 X 12 inches. 

Ans. 580 pounds per square inch. 

5. Compute the greatest tensile and compressive unit-stresses 
in the cantilever beam of Fig. 19, a, it being a steel I-beam whose 
section modulus is 20.4 inches 3 , (A bending moment diagram for 
it is represented in Fig. 19, 1>; for description, see Ex. 3, Art. 44.) 

Ans. 11,470 pounds per square inch. 

6. Compute the greatest tensile and compressive unit-stresses 
in the beam of Fig. 10, neglecting its weight, the cross-sections 
being rectangular 6 X 12 inches. (See example for practice 1, 
Art. 43.) 

Ans. 600 pounds per square inch. 

65. /Second Application. The dimensions and the work- 
ing strengths of a beam are given, and it is required to determine 
its safe load (the manner of application being given). 

This problem can be solved by means of equation 6 written 
in this form, 



the given dimensions of the cross-section; then reduce, thus 
obtaining the value of the safe resisting moment of the beam, 
which equals the greatest safe bending moment that the beam can 
stand. "We next compute the value of the maximum bending 
moment in terms of the unknown load; equate this to the value 
of the resisting moment previously found; and solve for the 
unknown load. 

In cast iron, the tensile and compressive strengths are very 
different; and the smaller (the tensile) should always be used if 
the neutral surface of the beam is midway between the top and 
bottom of the beam; but if it is unequally distant from the top 
and bottom, proceed as in example 4, following. 

Examples. 1. A wooden beam 12 feet long and 6 X 12 
inches in cross-section rests on end supports. If its working 
strength is 800 pounds per square inch, how large a load uniformly 
distributed can it sustain ? 

The section modulus is \b(.i^ b and a denoting the base and 
altitude of the section (see Table A, page 52) ; and here 

- Itf =r - x 6 X 12 2 = 144 inches 3 . 
6 b 

Hence S = 800 X 144 = 115,200 inch-pounds. 

For a beam on end supports and sustaining a uniform load, the 
maximum bending moment equals -feWl (see Table B, page 55), 
~VV denoting the sum of the load and weight of beam, and I the 
length. If "W is expressed in pounds, then 

_ "W7 = -. W X 12 foot-pounds = -5 "W" X 144 inch -pounds. 

Hence, equating the two values of maximum bending moment 
and the safe resisting moment, we get 

gW X 144 = 115,200; 
115,200 X 8 



2. A steel I-beam whose section modulus is 20. 4 inches 8 
rests on end supports 15 feet apart. Neglecting the weight of the 
beam, how large a load may be placed upon it 5 feet from one end, 
if the working strength is 16,000 pounds per square inch? 

The safe resisting moment is 

SI 

= 10,000 X 20.4 = 326,400 inch-pounds; 

hence the bending moment must not exceed that value. The 
dangerous section is under the load; and if P denotes the unknown 
value of the load in pounds, the maximum moment (see Table B, 
page 53, Part I) equals f P X 5 foot-pounds, or P X 60 inch- 
pounds. Equating values of bending and resisting moments, 
.we get 

|p x 60 = 326,400; 
o 

326,400 X 3 ' 

or, P = 2 x 6() = 8,160 pounds. 

3. In the preceding example, it is required to take into 
account the weight of the beam. 375 pounds. 



10- 



R 



. a W=375l"bS. 

Pig. 39. 

As we do not. know the value of the safe load, we cannot con- 
struct the shear diagram and thus determine where the dangerous 

o o 

section is. But in cases like this, where the distributed load (the 
weight) is small compared with the concentrated load, the dan- 
gerous section is practically always where it is under the concen- 
trated load alone; in this case, at the load. The reactions due to 
the weight equal 4 X 375 = 187.5; and the reactions due to the 

Inarl finnn.1 i P aiirl -8 P P flfinntincr tlift va.lilft of the load. The 



-^- i -f- yo/.o - 013.0 = -.j- J. -j- o^u. 
d 5 

This is in foot-pounds if P is in pounds. 

The safe resisting moment is the same as in the preceding 
illustration, 326,400 inch-pounds; hence 

(y P + 625) 12 = 326,400. 

Solving for P, we have 

10^ , anK _ 326,400. 






10 P== 79,725; 
or, P = 7,972.5 pounds. 

It remains to test our assumption that the dangerous section 
is at the load. This can be done by computing H l (with P = 
7,972.5), constructing the shear diagram, and noting where the 
shear changes sign. It will be found that the shear changes sign 
at the load, thus verifying the assumption. 

4. A cast-iron built-in cantilever beam projects 8 feet from 

the wall. Its cross-section is represented in Fig. 40, and the 

_ __ moment of inertia with respect to 

IT" IT | J_ 

I s m the neutral axis is 50 inches 4 ; the 



N 



f -N working strengths in tension and 

=' compression are 2,000 and 9,000 

_ -t' pounds per square inch respect- 

1 ^ ively. Compute the safe uniform 

p- AQ J 1 

load which the beam can sustain, 
the weight of the beam. 

O 

The beam being convex up, the upper fibres are in tension 
and the lower in compression. The resisting moment (SI -4- c), 
as determined by the compressive strength, is 



and the resisting moment, as determined by the tensile strength, is 
f>-p 40.000 inch-pounds. 

fW. ty 

Hence the safe resisting moment is the lesser of these two, or 
40,000 inch-pounds. The dangerous section is at the wall (see 
Table B, page 53), and the value of the maximum bending 
moment is -J- ~Wl, W denoting the load and Z the length. If "W is 
in pounds, then 

M = ,1. "W X 8 foot-pounds = 1 W X 96 inch-pounds. 
Equating bending and resisting moments, we have 

_Lw X 96 = 40,000; 

*j 

40,000 x 3 : 

or, W = jTp = 080 pounds. 

EXAMPLES FOR PRACTICE. 

1. An 8 X 8-inch timber projects 8 feet from a wall. If its 
working strength is 1,000 pounds per square inch, how large an 
end load can it safely sustain ? 

Ans. 890 pounds. 

2. A beam 12 feet long and 8 X 16 inches in cross-section, 
on 'end supports, sustains two loads P, each 3 feet from its ends 
respectively. The working strength being 1,000 pounds per square 
inch, compute P (see Table B, page 53). 

Ans. 9,480 pounds. 

3. An I-beam weighing 25 pounds per foot rests on end 
supports 20 feet apart. Its section modulus is 20.4 inches 3 , and 
its working strength 16,000 pounds per square inch. Compute 
the safe uniform load which it can sustain. 

Ans. lOjSSO pounds - 

66. Third Application. The loads, manner of support, 
and working strength of beam are given, and it is required to de- 
termine the size of cross-section necessary to sustain the load 



6), written in this form, 

JL _*L ( 6 '") 

G S 

We first determine the maximum bending moment, and then sub- 
stitute its value for J\I, and the working strength for S. Then we 
have the value of the section modulus (I -f- <?) of the required 
beam. Many cross-sections can be designed, all having a given 
section modulus. Which one is to be selected as most suitable will 
depend on the circumstances attending the use of the beam and 
on considerations of economy. 

Example?.. 1. A timber beam is to be used for sustaining 
a uniform load of 1,500 pounds, the distance between the supports 
being 20 feet. If the working strength of the timber is 1,000 pounds 
per square inch, what is the necessary size of cross-section ? 

The dangerous section is at the middle of the beam; and the 
maximum bending moment (see Table B, page 53) is 

TVl = -%- X 1,500 X 20 = 3,750 foot-pounds, 
or 3,750 x 12 = 45,000 inch-pounds. 

TT T 43 ' 000 i- T i 

Hence = -,' Mn r v 4o inches . 



ISTow the section modulus of a rectangle is -\la z (see Table A, 
page 54, Part I) ; therefore, \ la? = 45, or ba? 270. 

Any wooden beam (safe strength 1,000 pounds per square 
inch) whose breadth times its depth square equals or exceeds 270, 
is strong enough to sustain the load specified, 1,500 pounds. 

To determine a size, we may choose any value for I or a, and 
solve the last equation for the unknown dimension. It is best, 
however, to select a value of the breadth, as 1, 2, 3, or 4 inches, 
and solve for a. Thus, if we try 1 = 1. inch, we have 

a~ = 270, or a = 1(5.43 inches. 

This would mean a board 1 X 18 inches, which, if used, would 
have to be supported sidewise so as to prevent it from tipping or 
"buckling." Ordinarily, this would not be a good size. 

Next try ~b = 2 inches; we have 



and we have to select a commercial size next larger than the one 
computed (12 inches instead of 11.62 inches, for example), the 
additional depth is usually sufficient to provide strength for the 
weight of the beam. If there is any doubt in the matter, we can 
settle it by computing the maximum bending moment including 
the weight of the beam, and then computing the greatest unifr-fibre 
stress due to load and weight. If this is less than the safe strnoth, 

O O ' 

the section is large enough; if greater, the section is too small. 

Thus, let us determine whether the 2 X 12-inch plank is 
strong enough to sustain the load and its own weight. The plank 
will weiu-h about 120 pounds, making a total load of 

D I'D 

1,500 + 120 = 1,620 pounds. 
Hence the maximum bending moment is 

4-W/ = 4-1,620 x 20 X 12 = 48,000 inch-pounds. 

GO - 1 

Since = -, In" -77- X 2 X 12~ = 48, and S = , , 

C 6 6 i-^-6 1 ' 

Q 48,600 . 

o = -j ; --= l,01o pounds per square inch. 

Strictly, therefore, the 2 X 12-inch plank is not large enough; but 
as the greatest unit-stress in it would be only 13 pounds per square 
inch too large, its use would be permissible. 

2. What size of steel I-beam is needed to sustain safely the 
loading of Fig. 9 if the safe strength of the steel is 16,000 pounds 
per square inch ? 

The maximum bending moment due to the loads was found 
in example 1, Art. 43, to be 8,800 foot-pounds, or 8,800 X 12 = 
105,600 inch-pounds. 

Hence -^-rrWur = 6.6 inches 3 . 

o 16,000 

That is, an I-beam is needed whose section modulus is a little 
larger than 6.6, to provide strength for its own weight. 



Below is an abridged copy of such a table. (The last two columns con- 
tain information for use later.) The figure illustrates a cross-section of an 
I-beam, and shows the axes referred to in the table. 

It will be noticed that two sizes are given for each depth; 
these are the lightest and heaviest of each size that are made, but 
intermediate sizes can be secured. In column 5 welind 7.3 as the 
next larger section modulus than the one required (0,6); and this 
corresponds to a 12|--pound G-inch I-beam, which is probably the 
proper- size. To ascertain whether the excess (7.3 6.6 = 0.70) 
in the'section modulus is sufficient to provide for the weight of the 
beam, we might proceed as in example 1. In this case, however, 
the excess is quite large, and the beam selected is doubtless safe. 

TABLE C. 
Properties of Standard I-Beams 

I 
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Section "of beam, showing axes 1-1 and 2-2. 
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20.00 
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18.00 
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56.9 


14.2 


3.78 


8 


25.25 
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68.0 
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4.71 
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21.00 
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84.9 


18.9 
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35.00 
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245.9 
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18 
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20.59 
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65.00 


19.08 
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117.0 


27.86 


20 


75.00 


22.06 


1,268.8 


126.9 


30.25 
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EXAMPLES FOR PRACTICE. 

1. Determine the size of a wooden beam which can safely 
sustain a middle load of 2,000 pounds, if the beam rests on end 
supports 16 feet apart, and its working strength is 1,000 pounds 
.per square inch. Assume width 6 inches. 

Ans. 6 X 10 inches. 

2. "What sized steel I-beam is needed to sustain safely a 
uniform load of 200,000 pounds, if it rests on end supports 10 
feet apart, and its working strength is 16,000 pounds per square 
inch? 

Ans. 95-pound 24-inch. 

3. "What sized steel I-beam is needed to sustain safely the 
loading of Fig. 10, if. its working strength is 16,000 pounds per 
square inch ? 

Ans. 14.75-pound 5-inch. 

67. Laws of Strength of Beams. The strength of a beam is 
measured by the bending moment that it can safely withstand; or, 
since bending and resisting moments are equal, by its safe resist- 
ing moment (SI -*- <?). Hence the safe strength of a beam varies 
(1) directly as the working fibre strength of its material, a;id (2) 
directly as the section modulus of its cross-section. For beams 
rectangular in cross-section (as wooden beams), the section modu- 
lus is |Ztr, I and a denoting the breadth and altitude of the 
rectangle. Hence the strength of such beams varies also directly 
as the breadth, and as the square of the depth. Thus, doubling 
the breadth of the section for a rectangular beam doubles the 
strength, but doubling the depth quadruples the strength. 

The safe load that a beam can sustain varies directly as its 
resisting moment, and depends on the way in which the load is 
distributed and how the beam is supported. Thus, in the first 
four and last two cases of the table on page 55, 

]^[ = P/, hence P = SI -f- Ic, 
M = 4- "W7, W = SSI -?- Ic, 



8, and 12 respectivoly. 

Example. "What is the ratio of the strengths of a plank 12 X 
10 inches when placed edgewise and when placed ilatwiso on its 
supports ? 

When placed edgewise, tlio ncction modulus of Iho plank is 
i X 2 X 10" =- 83J, and when placed Ilatwise it is j", /. 10 ,-.. J - -. 
G; lience its strengths in the two positions are as 3iJA to (5* 
respectively, or as 5 to 1. 

EXAMPLE FOR PRACTICE. 

What is the ratio of tlio safe loads for two beams of wood, 
one being 10 feetlong, H X 1'2 inches in section, and having its load 
in the middle.; and the oilier <S feel; lon^and J2 ;; S ineln-H in section, 
with its load uniformly distributed. 

Ans. AsUS.SIo Jl.:! 

68. Modulus of Rupture. If a beam is loaded to destruction, 
and the value of the bending moment for ilio rupture sta<ro is 
computed and substituted for .M in the formula SI : c M, tluui 
the value of S computed from the equation is I bo modulus of 
rupture for the material of the beam. Many experiments have 
been performed to ascertain the moduli of rupture for diil'erent 
materials and for diU'en-nt grades of the same material. The fol- 
owing are fair values, all in pounds per square inch: 



'I 

Moih 

Timber: 

Spl'lK'.n 

Hemlock 


ABU: 

ill of Rti| 

l.ooo ... 


I). 

Hure. 

7.000, av 
7,000, 

lo.noo, 
M'.OOO' 

12,000, 

is.noo, 
in.ooo, 

1,000.' 
1,-HX). 
one half 


I,V)00 

10,000 
" S,000 

i:i,()oo 

11, fit 10 
ID Iwn and 


Whito pine 


, r ), r )(H) 


JjOIl^-lc.'lf ])illO. . . . 

Short-leaf pi no. . . 
.Douglas spruce.. . 
Whito oak 


KM mo 

H,000 
!,(!( 10 
7,fi(IO 
U,000 


Hc.d oak 


>S7f ni c : 
Saudstono 


SIM) 
( )in> ;HH 




(trail lie 


Cuxt iron : 



Ill*; 






8ffllflS'I^Siife- Vi iM ! 









SfSjt '-'"'" 



wrought iron and structural steels have no modulus of rup- 
ture, as specimens of those materials will " bend double," but not 
break. The modulus of rupture of a material is used principally 
as a basis for determining its working strength. The factor of 
safety of a loaded 'beam is computed by dividing the modulus 
of rupture of its material l>y t/ie greatest unit-fibre stress in 
the beam. 

69. The Resisting Shear. The shearing stress on a cross- 
section of a loaded beam is not a uniform stress; that is, it is not 
uniformly distributed over the section. In fact the intensity or 
unit-stress is actually zero on the highest and lowest fibres of a 
cross-section, and is greatest, in such beams as are used in prac- 
tice, on fibres at the neutral axis. In the following article we 
explain how to find the maximum value in two cases cases which 
are practically important. 

70. Second Beam Formula. Let S s denote the average 
value of the unit-shearing stress on a cross-section of a loaded 
beam, and A the area of the cross -section. Then the value of the 
whole shearing stress on the section is : 

Resisting shear = S s A. 

Since the resisting shear and the external shear at any section of a 
beam are equal (see Art. 59), 

S s A = Y. (7) 

This 'is called the " second beam formula " It is used to investi- 
gate and to design for shear in beams. 

In beams uniform in cross-section, A is constant, and S s is 
greatest in the section for which "V is greatest. Hence the great- 
est unit-shearing stress in a loaded beam is at the neutral axis of 
the section at which the external shear is a maximum. There is 
a formula for computing this maximum value in any case, but it 
is not simple, and we give a simpler method for computing the 
value in the two practically important cases: 

1. In wooden beams (rectangular or square in cross-section), the 
greatest unit-shearing stress in a section is 50 per cent larger than the average 



shearing stress m a wooden beam 12 teet long and b X 12 inches in 
cross-section when resting on end supports and sustaining a uni- 
form load of 0,-iOO pounds ? (This is the safe load as determined 
by working fibre stress; see example 1, Art. 65.) 

The maximum external shear equals one-half the load (see 
Table B, page 53), and comes on the sections near the supports. 

Since A = G X 12 - 72 square inches; 

a 3,200 . . . . . 

S s = ^9 = 4* pounds per square inch, 

( M 

and the greatest unit-shearing stress equals 

3 3 

S s = -jj- 4:4 = GO pounds per square inch. 

Apparently this is very insignificant; but it is not negligible, as 
is explained in the next article. 

2. A steel I-beam resting on end supports 15 feet apart 
sustains a load of 8,000 pounds 5 feet from one end. The weight 
of the beam is 375 pounds, and the area of its web section is 3.2 
square inches. (This is the beam and load described in examples 
"2 and 3, Art. 05.) "What is the greatest unit-shearing stress ? 

The maximum external shear occurs near the support where 
the reaction is the greater, and its value equals that reaction. 
Calling that reaction K, and taking moments about the other end 
of the bi'jun, we have 

K x H - 375 x 7 4- - 8,000 x 10 = 0; 

their foro 15 E = 80,000 + 2,812.5 = 82,812.5; 
or, R = 5,520.8 pounds. 

5 > 520 - 8 1 <,, 
Hence b s = ^ ^ = 1,725 pounds per square inch. 

EXAMPLES FOR PRACTICE. 

1. A wooden beam 10 feet long and 2 X 10 inches in cross- 
section sustains a middle load of 1,000 pounds. Neglecting the 
weight of the beam, compute the value of the greatest unit-shearing 



\vtnguv OL inn neam, ou pounds. 

Ans. 40 pounds per square inch. 

3. A wooden beam 12 feet long and 4 X 12 inches in cross- 
section sustains a load of 8,000 pounds 4 feet frotn one end. 
Neglecting the weight of the beam, compute the value of the 
greatest shearing unit-stress. 

Ans. 02. 5 pounds per square inch. 

71. Horizontal Shear. It can be proved that there is a 
shearing stress on every horizontal section of a loaded beam. An 
experimental explanation will have to suffice here. Imagine a 
pile of six boards of equal length supported so that they do not 
bend. If the intermediate supports are removed, they will bend 
and their ends w r ill not be flush but somewhat as represented in 
Fig. 4:1. This indicates that the boards slid over each other during 
the bending, and hence there was a rubbing and a frictional re- 
sistance exerted by the boards upon each other. !N"ow, when a 
solid beam is being bent, there is an exactly similar tendency for 
the horizontal layers to slide over each other; and, instead of a 
frictional resistance, there exists shearing stress on all horizontal 
sections of the beam. 

In the pile of boards the amount of slipping is different at 
different places between any two boards, being greatest near the 
supports and zero midway between them. Also, in any cross- 
section the slippage is least between the upper two and lower two 
boards, and is greatest between the middle two. These facts indi- 

' O 

cate that the shearing unit-stress on horizontal sections of a solid 
beam is greatest in the neutral surface at the supports. 

It can be proved that at any place in a beam the shearing 
unit-stresses on a horizontal and on a vertical section are equal. 



Fig. 41. Fig. 42. 

It follows that the horizontal shearing unit-stress is greatest at the 
neutral axis of the section for which the external shear (V) is a 



resented m Jb ig. 42. it is therefore necessary, when dealing witn 
timber beams, to give due attention to their strength as determined 
by the working strength of the material in shear along the grain. 

Example. A wooden beam 3 X 10 inches in cross-section 
rests on end supports and sustains a uniform load of 4,000 pounds 
Compute the greatest horizontal unit-stress in the beam. 

The maximum shear equals one-half the load (see Table B, 
page 55), or 2,000 pounds. Hence, by equation 7, since A = 
3 X 10 = 30 square inches, 

2 000 2 

S g = ' 66 pounds per square inch. 

This is the average shearing uni -stress on the cross-sections near 
the supports; and the greatest value equals 

3 2 

X 66 = 100 pounds per square inch. 

According to the foregoing, this is also the value of the 
greatest horizontal shearing unit-stress. ('If of white pine, for 
example, the beam would not be regarded as safe, since the ulti- 
mate shearing strength along the grain of selected pine is only 
about 400 pounds per square inch.) 

72. Design of Timber Beams. In any case we may pro- 
ceed as follows: (1) Determine the dimensions of the cross- 
section of the beam from a consideration of the fibre stresses as 
explained in Art. 66. (2) With dimensions thus determined, com- 
pute the value of the greatest shearing unit-stress from the formula. 

Greatest shearintr unit-stress = -r- V -f- ah. 
o 2 ' 

where Y denotes the maximum external shear in the beam, and 
I and a the breadth and depth of the cross-section. 

If the value of the greatest shearing unit-stress so computed 
does not exceed the working strength in shear along the grain, 
then the dimensions are large enough; but if it exceeds that value, 
then a or , or both, should be increased until |- Y -f- db is less 



has been recommended * for all pine beams. 

If the working strength in shear is taken equal to one- 
twentieth. the working fibre strength, then it can be shown that, 

1. For a beam on end supports loaded in the middle, the safe load de- 
pends on the shearing or fibre strength according as the ratio of length to 
depth (I -s- a) is less or greater than 10. 

2. For a beam on end supports uniformly loaded, the safe load depends 
on the shearing or fibre strength according as I *- a is less or greater than 20. 

Examples. 1. It is required to design a timber beam to sus- 
tain loads as represented in Fig. 11, the working fibre strength 
being 550 pounds and the working shearing strength 50 pounds 
per square inch. 

The maximum bending moment (see example for practice 3, 
Art. 43"; and example for practice 2, Art. 44) equals practically 
7,000 foot-pounds or, 7,000 X 12 = 84,000 inch-pounds. 
Hence, according to equation 6'", 

I 84,000 ._. , , 
= -cW- = 15 2.7 inches 8 . 
u 550 

Since for a rectangle 



_ la? = 152.7, or ba* = 916.2. 

o 

Now, if we let 5 = 4, then 2 = 229; 

or, a = 15.1 (practically 16) inches. 

If, again, we let b 6, then d 1 = 152.7; 

or a = 12.4 (practically 1'4) inches. 

Either of these sizes will answer so far as fibre stress is concerned, 
but there is more "timber" in the second. 

The maximum external shear in the beam equals 1,556 
pounds, neglecting the weight of the beam (see example 3, Art. 
37; and example 2, Art. 38). Therefore, for a 4 X 16-inch beam, 



a 6 4fc X JLO 

= 36.5 pounds per square incli ; 
and for a G X 14-inch beam, it equals 

3 1,550 

~o~ ^ r~^ T7 = * ' ' ' p ouuc *s per square inch. 
ii> O X -Li 

Since these values are less than the working strength in shear, 
either size of beam is safe as regards shear. 

If it is desired to allow for weight of beam, one of the sizes 
should be selected. First, its weight should be computed, then 
the new reactions, and then the unit-fibre stress may be com- 
puted as in Art. 6-i, and the greatest shearing unit-stress as in the 
foregoing. If these values are within the working values, then 
the size, is large enough to sustain safely the load and the weight 
of the beam. 

2. AVhat is the safe load for a white pine beam feet long 
and 2x12 inches in cross-section, if the beam rests on end supports 
and the load is at the middle of the beam, the working fibre 
strength being 1,000 pounds and the shearing strength 50 pounds 
per square inch. 

The ratio of the length to the depth is less than 10; hence 
the safe load depends on the shearing strength of the material 
Callin^ the load P. the maximum external shear (see Table JB, 

!"T> ' \ / 

page 53) equals -*- P, and the formula for greatest shearing unit 
stress becomes 

3 ,V P 

; or -P IjGOO pounds. 



EXAMPLES FOR PRACTICE. 

1. "What size of wooden beam can safely sustain loads as in 
Fig. 12, with shearing and fibre working strength equal to 50 and 
1,000 pounds per square inch respectively ? 

Ans. X 12 inches 

2. What is the safe load for a wooden beam 4 X li inches, 
and 18 feet long, if the beam rests on end supports and the load 

is nnifnrmlv distributed, with worldlier strftncrhlis n,s in fx-a.rnnlp. 1 r t 
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the beam) and transverse loads. The longitudinal forces are 
supposed to be applied at the ends of the beams and along the axis* 

of the beam in each. case. "We consider only beams resting on 

i b 

end supports. 

The transverse forces produce bending or flexure, and the 
longitudinal or end forces, if pulls, produce tension in the beam; 
if pushes, they produce compression. Hence the cases to be con- 
sidered may be called " Combined Flexure and Tension " and 
" Combined Flexure and Compression." 

74. Flexure and Tension. Let Fig. 43, a, represent a beam 
subjected to the transverse loads L n L 2 and L. ]5 and to two equal 
end pulls P and P. The reactions E., and I1 2 are due to the trans- 
verse loads and can be computed by the methods of moments just 
as though there were no end pulls. To find the stresses at any 
cross-section, we determine those due to the transverse forces 
(L p L 2 , L 3 , II j and R 2 ) and those due to the longitudinal; then 
combine these stresses to get the total effect of all the applied 
forces. 

The stress due to the transverse forces consists of a shearing 
stress and a fibre stress; it will be called the flexural stress. The 
fibre stress is compressive above and tensile below. Let M denote 
the value of the bending moment at the section considered; c\ and 
<? 2 the distances from the neutral axis to the highest and the low- 
est fibre in the section; and S, and S., the corresponding unit-fibre 
stresses due to the transverse loads. Then 

o Me, M<>,_, 

DJ = ; and o,, = y~ . 

The stress due to the end pulls is a simple tension, and it equals 
P; this is sometimes called the direct stress. Let S denote the 
unit-tension due to P, and A the area of the cross-section; then 



Both systems of loads to the left of a section between L, and 



tensile stress (on the lower 
fibres) and to decrease the 
compressive stress (on the 
upper fibres) due to the flex- 
ure. Let S c denote the total 
(resultant) unit-stress on the 
upper fibre, and S t that on 
the lower fibre, due to all 
the forces acting on the beam. 
In combining the stresses 
there are two cases to con- 
sider: 




S,H-S 



So + S, 



Fig. 43. 



(1) The fiexural compressive unit-stress on the upper fibre is 
greater than the direct unit-stress; that is, S t is greater than S . 
The resultant stress on the upper fibre is 

S c = Sj S (compressive) ; 
and that on the lower fibre is 

S t = S 2 -f S (tensile). 

The combined stress is as represented in Fig. 43, c, part tensile 
and part compressive. 

(2) The flexural compressive unit-stress is less than the 
direct unit-stress; that is, S, is less than S . Then the combined 
unit-stress on the upper fibre is 

S c = S - S, (tensile); 
and that on the lower fibre is 

^t = S 2 + S (tensile). 

The combined stress is represented by Fig. 43, c?, and is all 
tensile. 

JZxample. A steel bar 2X6 inches, and 12 feet long, is sub- 
jected to end pulls of 45,000 pounds. It is supported at each 
end, and sustains, as a beam, a uniform load of 6,000 pounds. 
It is required to compute the combined unit-fibre stresses. 

Evidentlv the dangerous section is at the middle, and M = 



or 9,000 X 12 = 108,000 inch-pounds. 

The bar being placed with the six-inch side vertical, 
Cj = c z == 8 inches, and 
I = * x 2 X O 3 = 30 inches 4 . (See Art. 52.) 

\U 

. C Q 108,000 X 3 ., nnn , . . , 

JbLence b : = b,, = t = u, 000 pounds per square inch. 

DO 

Since A 2 X = 12 square inches, 

q 45,000 . 

== 10 ~ ' pounds per square men. 
JL/o 

The greatest value of the combined compressive stress is 

S, S = 9,000 3,750 = 5,250 pounds per square inch, 
and it occurs on the upper fibres of the middle section. The great- 
est value of the combined tensile stress is 

S 2 -f- S = 9,000 + 3,750 = 12,750 pounds per square inch, 
and it occurs on the lowest fibres of the middle section. 



EXAHPLE FOR PRACTICE. 

Change the load in the preceding illustration to one of 6,000 
pounds placed in the middle, and then solve. 

, j S c = 14,250 pounds per square inch. 
Ans ' \ S fc = 21,750 " 

75. Flexure and Compression. Imagine the arrowheads on 
P reversed; then Fig. 43, a, will represent a beam under com- 
bined flexural and compressive stresses. The flexural unit-stresses 
are computed as in the preceding article. The direct stress is a 
compression equal to P, and the unit-stress clue to P is computed 
as in the preceding article. Evidently the effect of P is to increase 
the compressive stress and decrease the tensile stress due to the 
flexure. In combining, we have two cases as before: 

(1) The flexural tensile unit-stress is greater than the 
that is. S.. is crreater than S.,. Then the com- 



S c = S, + S (compressive). 

The combined fibre stress is represented by Fig. 44, a, and is part 
tensile and part compressive. 

(2) The flexural unit-stress on the lower fibre is less than 
the direct unit-stress; that is, S 2 is less than S . Then the com- 
bined unit-stress on the lower fibre is 

S t = S - S a (compressive); 
and that on the upper fibre is 

S c = S -j- S, (compressive). 
The combined fibre stress is represented by 
Fig. 44, Z>, and is all compressive. 

Example. A piece of timber G X C 
inches, and 10 feet long, is subjected to end 
pushes of 9,000 pounds. It is supported in 
a horizontal position at its ends, and sustains 
a middle load of 400 pounds. Compute the 
combined fibre stresses. 

Evidently the dangerous section is at the 
middle, and M = ^ P; that is, 

M = - x 400 X 10 = 1,000 foot-pounds, 

or 1,000 X 12 = 12,000 inch-pounds. 

Since <.\ = c., = 3 inches, and 

I = _ la 3 = 5 X G X C 3 = 108 inches 4 , 




Fig. 44. 



12,000 X 3 1 

= ddd-^- pounds per square nicn, 



j = b L , 



Since A = 6 X C = 36 square inches, 

S 'op = 250 pounds per square inch. 
Hence the greatest value of the combined compressive stress is 



(ho upper hbres of the middle section. The greatest 
combined tensile stress is 




' . ' : MJ ;{ - 250 _=: 83 pounds per square inch. 
It. occurs on (he lowest fibres of the middle section. 

EXAMPLE FOR PRACTICE. 

<'hanuv the load of tbo preceding illustration to a uniform 
load ami solve, 

\m j > s .' ~- -H-7 pounds per square inch. 

I S '< ' : SH " '" " " (compression). 
70. Combined Flexural and Direct Stress by flore Exact 
Formulas. The results in the preceding articles are only approxi- 
mately correct. Imagine the 
beam represented in Fig. 45, a, 
to be first loaded with the trans- 
verse loads alone. They cause 
the beam to bend more or less. 
and produce certain flexural 
stresses at each section of the 
^ beam. Now, if end pulls are 

applied they tend to straighten 

the beam and hence diminish the flexural stresses. This effect 
of tins end pulls was omitted in the discussion of Art. 74, and 
the results ihcro given are therefore only approximate, the 
value of (he greatest combined fibre unit-stress (S t ) being too 
larjjv. On the other hand, if the end forces are pushes, they in- 
crease Ibe bending, and therefore increase the flexural fibre stresses 
already caused by the transverse forces (see Fig. 45, ). The 
resulis indicated in Art. 75 must therefore in this case also be 
regarded, as only approximate, the value of the greatest unit- 
libro stress (S t .) bei ng too small. 

For bourns loaded in the middle or with a uniform load, the 
following formulas, which take into account the flexural effect of 
the end forces, may be used: 



/t>, but reier always to tlio middle section; 

I denotes length of tlio beam ; 

E is a n umber depending on the stiffness of the material, the 
average values of which are, for timber, 1,500, 000; and for struc- 
tural steel 30,000,000.* 

.Mr, , ^ Mr, 

b. -.- ............ ' . . , and. t~v, ; . 

] T -i- w j ! , i- iv a (8) 

"10 M" JDK 

The ])lus sign I'H to be used when the end forces I* are pulls, and 
the minus sign when they aw pushes. 

It must bo remembered that S, and S., are jlexural unit. 
stresses. The combination of these and the direct unit stress is 
made exactly as in articles 7-1- and 75. 

.Exa-inpl.t'N. 1. It is required io apply (he formulas of (his 
article to the example of article 7-1. 

As explained in the example referred to, M i()S,0()() inch- 
pounds; e^ ty-~ 3 inches; and I : 36 inches' 1 . 
Now, since I = 1J2 feet 144 inches, 



c _o _ 308,000 X 3 : 

&l _ b 2 - __ J)T ___. r ^ ^ ^ .. , K ,a,S.i pounds 

if) I-" -~~ * - _ - _ 

n 10 x ao,()()(),ooo 

per square inch, as compared with 0,000 pounds per square inch, 
the result reached by the use of the approximate formula. 
Aa before, S --- 3,750 pounds per square inch; hence 

S = 8,284- 3,750 ~- 4,5H4 pounds per sijiiare inch; 
and S t = 8,284 + 3,750 = 1^ } 034 ' ....... 

2. It is required to apply the formulas of ibis article ID tho 
example of article 75. 

As explained in that example, 

M :....- l^OOO inch-pounds; 

''i : - '*., 3 inches, and 1 Ids inches'. 
No\v, since / . I., k 20 inches, 

12,000 x 3 :?ii,o(H) 

1 """' , W 10.S 



wj.o xcouiu iccujueu. u_y use ui me approximate metnoci. 

As before, S = 250 pounds per square inch; hence 

S c = 362 -f- 250 = 013 pounds per square inch; and 
S t = 362 - 250 = 112 

EXAMPLES FOR PRACTICE. 

1. Solve the example for practice of Art. 74 by the formulas 
of this article. 



Ans \ ^ c === 12'^ ^O pounds per square inch. 
' ] 8 t == 20,320 u " 

2. Solve the example for practice of Art. 75 by the formulas 
of this article. 

Ans I ^ c = 430 pounds per square inch. 



S t = 70 u u " (compression'). 

STRENGTH OF COLUHNS. 

A stick of timber, a bar of iron, etc., when used to sustain 
end loads which act lengthwise of the pieces, are called columns, 
posts, or struts if they are so long that they would bend before 
breaking. When they are so short that they would not bend 
before breaking, they are called short blocks, and their compres- 
sire strengths are computed by means of equation 1. The strengths 
of columns cannot, however, be so simply determined, and we now 
proceed to explain the method of computing them. 

77. End Conditions. The strength of a column depends in 
part on the way in which its ends bear, or are joined to other 
parts of a structure, that is, on its " end conditions." There are 
practically but three kinds of end conditions, namely: 

1. "Hinge "or "pin" ends, 

2. "Plat" or "square" ends, and 

3. "Fixed" ends. 

(1) When a column is fastened to its support at one end by 
means of a pin about which the column could rotate if the other 
end were free, it is said to be "hinged" or "pinned" at the 
former end. Bridge posts or columns are often hinged at the ends. 

(2) A column either end of which is flat and perpendicular 



to otner parts or me structure and do not Dear directly on tneir 
ends; such, are called " fixed ended." A column which bears on its 
flat ends is often fastened near the ends to other parts of the struc- 
ture, and such an end is also said to be "fixed." The fixing of an 
end of a column stiffens and therefore strengthens it more or less, 
but the strength of a column with fixed ends is computed as 
though its ends were flat. Accordingly we have, so far as strength 
is concerned, the following classes of columns : 

78. Classes of Columns. (1) Both ends hinged or pinned; 
(2) one end hinged and one flat; (3) both ends flat. 

Other things being the same, columns of these three classes 
are unequal in strength. Columns of the first class are the 
weakest, and those of the third class are the strongest. 



B 



B 



A 



Fig. 46. 



B 

b 



79. Cross=sections of Columns. Wooden columns are usu- 
ally solid, square, rectangular, or round in section; but sometimes 
they are " built up " hollow. Cast-iron columns are practically 
always made hollow, and rectangular or round in section. Steel 
columns are made of single rolled shapes angles, zees, channels, 
etc.; but the larger ones are usually " built up " of several shapes. 
Fig. 46, a, for example, represents a cross -section of a " Z-bar " 
column; and Fig. 46, I, that of a "channel" column. 

80. Radius of Gyration. There is a quantity appearing in 
almost all formulas for the strength of columns, which is called 

U vorKno /-. /TTM.of; " Tf Anm-nAc, <-!, f- ^ 



witu respect to any line, is sucn. a lengtn unat toe square UL 1111= mnguu uui 
tiplied by the area of the figure equals the .moment of inertia of the flgui 
with respect to the given line. 

Thus, if A denotes the area of a figure; I, its moment of ir 
ertia with respect to some line; and r, the radius of gyratio 
with respect to that line; then 

r 2 A = I; or r = 1/T^TA. (9) 

In the column formulas, the radius of gyration always refers to a 
axis through the center of gravity of the cross-section, and usuall 
to that axis with respect to which the radius of gyration (and me 
ment of inertia) is least. (For an exception, see example { 
Art. 83.) Hence the radius of gyration in this connection is ofte 
called for brevity the "least radius of gyration," or simply th 
" least radius." 

Examples. 1. Show that the value of the radius of gyratio 
given for the square in Table A, page 52, is correct. 

The moment of inertia of the square with respect to the axi 
is T V*. Since A = a 2 , then, by formula 9 above, 



r = I * 
\T2 



2 "~ a \I2 \ 12' 



2. Prove that the value of the radius of gyration given fc 
the hollow square in Table A, page 54, is correct. 

The value of the moment of inertia of the square with respec 
to the axis is T V (a* - a*). Since A = a} - a^ 



r = 



EXAflPLE FOR ^PRACTICE. 

Prove that the values of the radii of gyration of the other fi^ 
ures given in Table A, page 52, are correct. The axis in eac 
case is indicated by the line through the center of gravity. 

81. Radius of Gyration of Built=up Sections. The radius < 



j.i, -j. xj: , 



iu the examples or the preceding article. 

Example. It is required to compute the radius of gyration 
of the section represented in Ing. 30 (page 52) with respect to the 
axis AA. 

In example 1, Art. 54, it is shown that the moment of inertia 
of the section with respect to the axis AA is 429 inches 4 . The 
area of the whole section is 

2 X 0.03 + 7 = 19.06; 
hence the radius of gyration ris 

|429~~ .- A . , 

r A = 4.74 inches. 

\ 19.00 

EXAMPLE FOR PRACTICE. 

Compute the radii of gyration of the section represented in 
Fig. 31, a, with respect to the axes AA and BB. (See examples 

for practice 1 and 2, Art. 54.) 

A ( 2.87 inches. 

AnS ' J2.09 

82. Kinds of Column Loads. When the loads applied to a 
column are such that their resultant acts through the center of 
gravity of the top section and along the axis of the column, the 
column is said to be centrally loaded. When the resultant of the 
loads does not act through the center of gravity of the top 
section, the column is said to be eccentrically loaded. All the 
following formulas refer to columns centrally loaded. 

83. Rankine's Column Formula. When a perfectly straight 
column is centrally loaded, then, if the column does not bend and 
if it is homogeneous, the stress on every cross-section is a uniform 
compression. If P denotes the load and A the area of the cross- 
section, the value of the unit-compression is P -=- A. 

On account of lack of straightness or lack of uniformity in 
material, or failure to secure exact central application of the load, 
the load P has what is known as an " arm " or " leverage " and 
bends the column more or less. There is therefore in such a 
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stress J..T umUirea (unit-stress) cm the fibre at the concave side, 
amir-din"- {, njtiafion <j ; J H flf,, _._ I? wher(J ]tf denoteg t]le teildin g 
moment at, (In- section (duo to the load on the column), <> the 
flistanee from the neutral axis to the concave side, and I the 
"""<'( i'f inertia, of the cross-section with respect to the neutral 
u.\i:;. I Notice (hat this axis is perpendicular to the plane in 
\vhirh the column bends.) 

Tin- upper set; of arrows (Fig. 47) represents the direct com- 
pressive stress; and the second set the bending stress if the load 
is nnt excessive, so (hat: the stresses are within the elastic limit of 
tlie material. The third wet represents the combined stress that 
actually exists on the cross-section. The greatest combined unit- 
stress evidently occurs on the fibre at the concave side and where 
(ho dellection of the column is greatest. The 
stress is compressive, and its value S per unit- 
areu is given by the formula, 



Now, the bending moment at the place of 
greatest deflection equals the product of the 
load P and its arm (that is, the deflection). 

this value of M, substituted in the last equa 
tion, gives 



Kitf. -17. 

Let r denote the, radius of gyration of the cross-section with respec 
l,> the neutral axis. Then I - Ar (see equation 9); and this 
value, substituted in the last equation, gives 

P Mo P f ? c \ 

Aeeordino- to the theory of the stiffness of beams on end sup- 
porfs, deilee. ioms vary directly as the square of the length /, and in- 




end conditions. Substituting this value for d in the last equation, 
we find that 



s =(! 

P S 



and 



P = 



SA 



(10) 



Each of these (usually the last) is known as " Bankine's formula." 

For mild-steel columns a certain large steel company uses S = 50,000 
pounds per square inch, and the following values of Ic: 

1. Columns with two pin ends, le = 1 -s- 18,000. 

2. " " one flat and one pin end, fc = 1 -s- 24,000. 

3. " " both ends flat, Jc=l-t- 36,000. 

With these values of S and 7c, P of the formula means the ultimate load, 
that is, the load causing failure. The safe load equals P divided by the 
selected factor of safety a factor of 4 for steady loads, and 5 for moving 
loads, being recommended by the company referred to. The same unit is to 
be used for I and r. 

Cast-iron columns are practically always made hollow with 
comparatively thin walls, and are usually circular or rectangular 
in cross-section. Tb2 following; modifications of Rankine's formula 

o 

are sometimes used: 



For circular sections, 



JL 

A 



80,000 



1 + 



For rectangular sections, , = 



800 d* 
80,000 

" 1,000 d* 



(ID') 



In these formulas d denotes the outside diameter of the circular sec- 
tions or the length of the lesser side of the rectangular sections. The same 
unit is to be used for I and d. 

Examples. 1. A 40-pound 10-inch steel I-beam 8 feet, 
long is used as a flat-ended column. Its load being 100,000 
pounds, what is its factor of safety ? 

Obviously the column tends to bend in a plane perpendicular 



The moment of inertia of the section with respect to that axis, 
according to the table, is 9.50 inches 4 ; and since the aroa of tho 
section is 11.70 square inches, 

- B = 0.808. 



11.76 

Now, I = 8 feet = 90 inches; and since & = 1 -*- 30,000, and 8 
50,000, the breaking load for this column, according to 
formula, is 

-p 50,000 X 11.76 .. _.,. , 

P = 1 = 446,7 ( JO pounds. 

jo 

1 + 86,000 X 0.808. 

Since the factor of safety equals the ratio of the breaking load to 
the actual load on the column, the factor of safety in thia caso in 

446,790 



100,000 

2. What is the safe load for a cast-iron column 10 feet long 
with square ends and a hollow rectangular section, tho outside* 
dimensions being 5x8 inches; the inner, 4x7 inches; and tho 
factor of safety, 6 ? 

In this case I = 10 feet == 120 inches; A =,-= 5x8- 4 X 7 
= 12 square inches; and d=5 inches. Hence, according to 
formula 10', for rectangular sections, the breaking load is 

80,000 X 12 Pinnnn , 

- 610,000 pounds. 



1 1,000 X 5 2 

Since the safe load equals the breaking load divided by the factor 
of safety, in this case the safe load equals 

610,000 



6 



= 101,700 pounds. 



3. A channel column (see Fig. 46, &) is pin-ended, the pins 
bein.cr -nernfindionlar to the webs of the channel Crenrfii-.f^ri i>.. 
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of the pins). If the sectional area is 23.5 square inches, and the. 
moment of inertia with respect to AA is 380 inches 4 and with 
respect to BB 214 inches 4 , what is the safe load with a factor of 
safety of 4 ? 

The column is liable to bend in one of two ways, namely, in 
the plane perpendicular to the axes of the two pins, or in the plane 
containing those axes. 

(1) For bending in the first plane, the strength of the col- 
umn is to be computed from the formula for a pin-ended column. 
Hence, for this case, r~ = 386 -4- 23.5 10; and the breaking 
load is 

50,000X23.5 mnr-nn i 

P = -- , in v 10 .,. 1,041,<><)<) pounds. 



18,000 X 1<I 
The safe load for this case equals - - 260,400 pounds. 

(2) If the supports of the pins are rigid, then the pins 
stiffen the column as to bending in the plane of their axes, and the 
strength of the column for bending in that plane should be com- 
puted from the formula for the strength of columns with flat ends. 
Hence, r" 214 -f- 23.5 = 9.11, and thebreaking load is 

50,000 X 23.5 
P = -- 9 " " : ~" 1 ' 056 ' 000 P ounds - 



30000 x ( ..ui 

The safe load for this case equals - - = 264,000 pounds. 

EXAMPLES FOR PRACTICE. 

1. A 40-pound 12-inch steel I-beam 10 feet long is used as 
a column with flat ends sustaining a load of 100,000 pounds. 

What is its factor of safety? 

Ans. 4.1 

2. A cast-iron column 15 feet long sustains a load of 



Ans. 247,000 pounds. 

4. A cast-iron column 13 feet long has a hollow circular 
cross-section 7 inches outside and 5i inches inside diameter. 

f< 

"What is its safe load with a factor of safety of ? 

Ans. 121,142 pounds. 

5. Compute the safe load for a 40-pound 12-inch steel 
I-beam used as a column with flat ends, its length being 17 feet. 
Use a factor of safety of 5. 

Ans. 52,470 pounds. 

84. Graphical Representation of Column Formulas. Col- 
umn (and most other engineering) formulas can be represented 
graphically. To represent Rankine's formula for flat-ended mild- 
steel columns, 

_P_ 50,000 

"^"V,. (*-*-*')'' 

L ^ 30,000 

we first substitute different values of I H- v in the formula, and 
solve for P -4- A. Thus we find, when 

I + r = 40, P -s- A = 47,900 ; 
I - r = 80, P *- A = 42,500 ; 
Z - r = 120, P *- A = 35,750 ; 
etc., etc. 

Now, if these values of I ~- r be laid off by some scale on a line 
from O, Fig. 48, and the corresponding values of P -:- A be laid 




100 



Fig. 48. 



200 



3OO 



off vertically from the points on the line, we get a series of points 



r -:- A tor any value oi: (.: /'/ or tho value or I, : r lor any value 
of P -:- A. The uso heroin made is in explaining other column 
formulas in succeeding articles. 

85. Combination Column Formulas. Many columns have 
boon tested to destruction in order to discover in a practical way 
the laws relating to tho Htronijth of columiiH of different kinds. 

r"> O 

The results of Hiic.h te.stH can bo most satisfactorily represented 
grapliically by plotting a point in a diagram for each test. Thus, 
suppose that a column whose I :- T was NO failed under a load of 
27(5,000 pounds, and that tho area of its cross-section was 7.1; 'i 
square indie.H. Thia test would be represented by hiying oil' ()</, 
.Fig. 41), equal to SO, according to some scale; and (lien d/> equal (o 
27(5,000 --:- 7.12 (P -:- A), according to some oilier convenient 
scale. The point b would then represent Ihe result of Ibis par- 
ticular test. All tho dots in the 'figure represent (lie way in which 
tho results of a series of testa appear when plotted. 

It will bo observed at once that the dots do not, fall upon any 
one curve, as tho curve of Kankine's formula. Straight lines and 

P-fA 
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100 



Fig. J9. 



200 



300 



curves simpler than the curve of kankino's formula have been 
fitted to represent tho average positions of (he dot:-' as determined 
by actual tests, and the formulas corresponding (o such lines have 
been deduced aa column formulas. These me explained in tho 
following articles. 

86. Straight-Line and Eulcr Formulas. It occurred to Mr. 



II" therefore, in 1880, made a number of such plats or 
n.rramH as Fig. i<), fitted straight lines to them, and deduced the 
rmula corresponding to each line. These have become known 
" Htraiglit-lino formulas," and their general form is as follows: 

A ~~ m ~> U 1 ) 

A, /, and /-having meanings as in Kankine's formula (Art. 83), 
d S and /// being constants whose values according to Johnson 
t given in Table E below. 

For tho Hlimdor columns, another formula (Euler's, long since 
ihiwd) WJIH used by Johnson. Its general form is 

/I0\ 

A ~ (I ~ ?f \ 13 / 

icing a constant whose values, according to Johnson, are given 



(ho following table: 



TABLE E. 

Data for Mild-Steel Columns. 





s 


m 


Limit (1 -r- ?) 


n 


j4'rd ends 


52,500 


220 


160 


444,000,000 


(. ends 


52,500 


180 


195 


666,000,000 



The numbers in the fourth column of the table mark the point of divi- 
i lil\vrii uoluums of ordinary length and slender columns. For the 
HIT kind, tho straight-line formula applies; and for the second, Euler's. 
it, is, if tho ratio I * r for a steel column with hinged end, for example, is 
Hum .1(50, wo must use the straight-line formula to compute its safe load, 
or of sufoty, etc.; but if the ratio is greater than 160, we must use Euler's 

mln. 

For cast-iron columns with flat ends, S = 34,000, and m = 88; and since 
f should never bo used "slender," there is no use of Euler's formula for 
-iron columns. 

The line AB, Fig. 50, represents Johnson's straight-line for- 
la- and 13 (J, Euler's formula. It will be noticed that the two 
H are tancrt-iit; the point of tangency corresponds to the "lim- 

^ - - 



article. 

The first thing to do is to compute the ratio I -f- r for the 
column, to ascertain whether the straight-line formula or Euler's 
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Fig. 50. 

formula should be used. From Table C, on page 70, we find that 
the moment of inertia of: the column about the neutral axis of 
its cross-section is 9.50 inches 4 , and the area of the section is 
11.76 square inches. Hence 

9.50 



Since 1 = 8 feet 



11.70 

= 96 inches, 
90 



= 0.81; or r = 0.9 inch. 



I 



This value of I -H v is less than the limiting value (195) indicated 
by the table for steel columns with flat ends (Table E, p. 97), and 
we should therefore use the straight-line formula; hence 

-^ = 52,500 - 180 X 106-jp 

or, P = 11.76 (52,500 - ISO X 106-|-) = 391,600 pounds. 

This is the breaking load for the column according to the straight, 
line formula; hence the factor of safety is 

391,600 n 



, T . me iengm oi tine column described in the 
' * ^ ii'K example, were 10 feet. What would its factor of safety be? 
bmcc / = 1(1 feet = 1[)2 inches; and, as before, , = 0.9 
Hi, -:- / __ 213.1. This value is greater than the limiting 
>-ne (tin, indicated by Table E (p. 07) for flat-ended steel col 
NB; hence Euler's formula is to be used. Thus 



_J^ __ 006,000,000 
11.70 - 



11.70 X 000,000,000 

*= 172 ' 100 P unds - 



UH IH the bi-enking load; hence the factor of safety is 
172,100 



100,000 



IK* 
/ 



3. "What is the safe load for a cast-iron column 10 feet long 
tli K(jtia,re ends and hollow rectangular section, the outside 
mansions being 5x8 inches and the inside 4x7 inches, with a 
'tor of KJifety of ? 

Substituting in the formula for the radius of gyration giver> 
Table A, page 52, we get 



, 8 X 5 a -7x 4" 1 OR. r, 

r \ TK-/-J = s rr = 1'96 inches. 

\ 12 (8 X 5 - 7 X 4) 



ice I = 10 feet = 120 inches, 



12 , = 61.22 



r ~~ 1.96 

wording to the straight-line formula for cast iron, A being 
ial to 12 square inches, 

X = 34,000 - 88 X 61.22; 

JL& 

p ^ 12 (34,000 - 88 X 61.22) = 343,360 pounds. 
R hm'ncr the breaking load, the safe load is 



a flat-ended column. Its load being 100,000 pounds, compute 
the factor of safety by the formulas of this article. 

Ans. 3.5 

2. A cast-iron column 15 feet long sustains a load of 
150,000 pounds. Its section being a hollow circle of 9 inches 
outside and 7 inches inside diameter, compute the factor of safety 

by the straight-line formula. 

Ans. 4.8 

3. A steel Z-bar column (see Fig. 46, a] is 24 feet long 
and has square ends; the least radius of gyration of its cross- 
section is 3.1 inches; and the area of the cross-section is 24.5 
square inches. Compute the safe load for the column by the 
formulas of this article, using a factor of safety of 4. 

Ans. 219,000 pounds. 

4. A hollow cast-iron column 13 feet long has a circular 
cross-section, and is 7 inches outside and 54 inches inside in 
diameter. Compute its safe load by the formulas of this article, 
using a factor of safety of 6. 

Ans. 68,500 pounds 

5. Compute by the methods of this article the safe load for 
a 40-pound 12-inch steel I-beam used as a column with flat ends, 
if the length is 17 feet and the factor of safety 5. 

Ans. 35,100 pounds. 
87. Parabola=EuIer Formulas. As better fitting the results 

o 

of tests of the strength of columns of " ordinary lengths," Prof. 
J. B. Johnson proposed (1892) to use parabolas instead of straight 
lines. The general form of the " parabola formula " is 

Z_ = S- > ( V 

~A~ ?; H ~ J (13) 

P, A, I and r having the same meanings as in Rankine's formula, 
Art. 83; and S and in denoting constants whose values, according 
to Professor Johnson, are given in Table F below. 

Like the straight-line formula, the parabola formula should 
not be used for slender columns, but the following (Euler's) is 
aDDlicable: 



the values of n (Jolinson) being given in the following table:" 

TABLE R 

Data for Hild Steel Columns. 





S 


m 


Limit (I -j- ?) 


n 


Hinged ends 


42,000 


0.97 


150 


456,000,000 


Flat ends 


42,000 


0.62 


190 


712,000,000 



The point of division between columns of ordinary length and slender 
columns is given in the fourth column of the table. That is, if the ratio Z-rr 
for a column with hinged ends, for example, is less than 150, the parabola 
formula should be used to compute the safe load, factor of safety, etc.; but 
if the ratio is greater than 150, then Enlcr's formula should be used. 

The lino AB, Pig. 5.1, represents tho parabola formula; and the line 
BC, Euler's formula. The two lines are tangent, and the point of tangency 
corresponds to the "limiting value" Z-f-r of tho table. 

For 10 oo den columns square in cross-section, it is convenient to replace 
r by d, the latter denoting the length of the sides of the square. The formula 
becomes 

JL o f h \o 



S and m for flat-ended columns of various kinds of wood having the follow- 
ing values according to Professor Johnson: 

For White pine, 8=2,500, m = 0.6; 

" Short-leaf yellow pine, 8=3,300, m = 0.7; 

" Long-leaf yellow pine, 8=4,000, ?n = O.S; 

" White oak, 8=3,500, m = 0.8. 

The preceding formula applies to any wooden column whose ratio, l-k-d, 

is less than 60, within which limit columns of practice are included. 
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:>f safety according to the methods of this 

to do is to compute the ratio I -:- r for the 
whether the parabola formula or Euler's for- 
As shown in example 1 of the preceding 
|. This ratio being less than the limiting 
able, we should use the parabola formula. 
i of the cross-section is 11.70 square inches 

0, 
= 42,000-0.62 (106?)"; 

[42,000 - 0.62 (100-1 ) 2 J = 410,970 pounds. 
ioad according to the parabola formula; hence 

410,970 = 



100,000 

e column 10 X 10 inches in cross-section and 
a load of 40,000 pounds. What is its factor 

feet or 216 inches; hence the ratio I -4- d = 
a, formula is to be applied. 
X 10 = 100 square inches, 

30 - 0.6 X 21.6 2 ; , 

(2,500 - 0.6 X 21.6 2 ) = 222,000 pounds. * \ 

ing load according to the parabola formula, 

222,000 _ r ^ 

40,000 ~~ 5 " D : 

safe load for a long-leaf yellow pine column 
ire and 30 feet long, the factor of safety 

30 feet or 360 inches, 



o indies, 

= 4,000 - 0.8 X 30 2 ; 

- 144 (4,000 - 0.8 X SO 2 ) = 472,320 pounds. 

ie breaking loud according to the parabola .Tormiila, 
is 

470 QOA 

-~^~ == 94,405 pounds. 



EXAMPLES FOR PRACTICE. 

0-pound 12-indi steel I-beam 10 feet long is used as 
lolumn. Its load being 100,000 pounds, compute its 
tj by the formulas of this article. 

Ans. 3.8 

rliite oak column 15 feet long sustains a load of 
ds. Its section being 8x8 inches, compute the 
ty by the parabola formula. 

Ans. 6.6 

eel Z-bar column (see Fig. 46, ) is 24 feet long and 
ds; the least radius of gyration of its cross-section 
; and the area of its cross-section is 24.5 square 
pute the safe load for the column by the formulas 
, using a factor of safety of 4. 

Ans. 224,500 pounds. 

lort-leaf yellow pine column 14 X 14 inches in sec- 
t long. What load can it sustain, with a factor of 

Ans. 101,100 pounds. 

oken Straight=Line " Formula. A large steel coni- 
s the strength of its flat-ended steel columns by two 
ssented by two straight lines AB and BC, Fig. 52. 
are 

~ = 48,000, 

"P 7 

x ne 



102 
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Tin 1 , point JUwivsponds very nearly lo the ratio / : r 111). 
Hence, for columns foi' which the ratio / : / is less Ilian 110, the 
first formula applies; and for colunuiH for which (ho ratio is 
greater than ',)(), tho Box'ond one applies. The point (' corn-, 
spends to tho ratio / -: /' ()(), and the WCOIK! fonutilu does not 
apply to a cohmm for which /:-/ is greater tlian thai limit. 

F+A 
5000 O- 




100 



200 



The ratio I :- /' for Httel colnnins of praetiei* rarely exceeds 
and it) usually ]CHH than 1.00. 

Fig. fitt is a eoinhination of Kin-s. .(',), r>0. Til and 
re.])rcsentH graphically a comparison of tln> Uankine, straight- 
Killer, parahola-Kuler, and broken Htrain'ht.line fnnnnlas fur 
ended niiild-shvl c.olinnns, It, \vell illusl rates the fact that 
knowledge of tlie strenn'tli of colimin.s is not so exact as that 
example, of the strength of beams. 

P+A 

5CX300 



ino, 





oi a given loaded column, or (3) computing the safe load fo 
given column. A more important problem is to design a coin 
to sustain a given load under given conditions. A complete < 
cussion of this problem is given in a later paper on design. 
show here merely how to compute the dimensions of the cr< 
section of the column after the form of the cross-section has b 
decided upon. 

In only a few cases can the dimensions be computed dire< 
(see example 1 following), but usually, when a column formuk 
applied to a certain case, there will be two unknown quantities 
it, A and ; or d. Such cases can best be solved by trial ( 
examples 2 and 3 below'). 

Example. 1. What is the proper size of white pine coin 
to sustain a load of 80,000 pounds with a factor of safety oi 
when the length of the column is 22 feet ? 

We use the parabola formula (equation 13). Since the s 
load is 80,000 pounds and the factor of safety is 5, the break: 
load P is 

80,000 X 5 = 400,000 pounds. 

The unknown side of the (square) cross-section being denoted 
(I, the area A is d z . Hence, substituting in the formula, sine 
= 22 feet = 264 inches, we have 

-= 2500 - 0.0 



Multiplying both sides by (P gives 

400,000 = 2,500 d z - 0.6 X 264 2 , 

or 2,500 d 2 = 400,000 + 0.6 x 264 2 = 441,811 

Hence d 2 = 176.73, or d = 13.3 inches. 

2. What size of cast-iron column is needed to sustain a 1< 
of 100,000 pounds with a factor of safety of 10, the length of 
column being 14 feet ? 

We shall suppose that it has been decided to make the crc 

Kfip.f.inn p.irrvnlar nnrl aTin.il porm-mtA Tiv Tfflnkinfi's formula modif 



ividing both sides of the equation by 10,000, and 
factions, we have 



100 1 1 + = 8A - 

known quantities in this equation, d and A, and 
irectly for them. Probably the best way to pro- 

or guess at a practical value of d, then solve for 
upute the thickness or inner diameter. Thus, let **' '"**' 

7 inches, first solving the equation for A as far 
iding both sides by 8 we have 

A - 10 n 1682 

~8~ L 1 



441 
A = 12.5 + -A 1 . 

y 7 for d : we have 

441 
= 12.5 + -jg- = 21.5 square inches. 

.low circle whose outer and inner diameters are 
'ely, is 0.7854 (d 2 - d*}. Hence, to find the inner 
Dlumn, we substitute 7 for d in the last expres- 
the value of A just found, and solve for d . Thus, 
0.7854 (49 -d*} = 21.5- 



= 49 - 27.37 = 21.63 or ^ = 4.65. 
lakes the thickness equal to 
i (7-4.65) = 1.175 inches, 



""- v - *" ""g" 1 ' uo auvisaoie in an actual case to try 
to 8 repeating the computation.* 

EXAMPLE FOR PRACTICE. 

I . What size of white oak column is needed to sustain a load 
1-5,000 pounds with a factor of safety of (>, the length of the 
umn being 12 feet. 

Ana. d = 8|, practically a 10 X 10-inch section 

STRENGTH OF SHAFTS. 

A shaft is n part of a machine or system of machines, and is 
>d to transmit power by virtue of its torsional strength, or reals t- 
,0 to twisting. Shafts are almost always made of metal and are 
tally circular in cross-section, being sometimes made hollow. 

90. Twisting Moment. Let AF, Fig. 54, represent a shaft 
:h four pulleys on it. Suppose that D is the driring pulley 
1 that !B, and E are pulleys from which power is taken off to 
vo machines. The portions of the shafts between the pulleys 

E* 




Fig. 54. 



twisted when it is transmitting power; and by the twisting 
meiit at any cross-section of the shaft is meant the algebraic 
i of the moments of all the forces acting on the shaft on either 



i-n pTtpnsive tables bv 



pulleys) are P 7 , P , P 3 , and P 4 as shown, and if the arms of the 
forces or radii of the pulleys are 15 , 3 , and 4 respectively, then 
the twisting moment at any section in 

BC is P, </,, 

CD is P, a, -f- P ff n} 

DE is p x ^ -f- P; .; - p 3 ffy 

Like bending moments, twisting moments are usually ex- 
pressed in inch -pounds. 

Example. Let a l = <7 2 = <? 4 15 inches, a 3 30 inches, 
P, - 400 pounds, P a = 500 pounds, P 3 = 750 pounds, and P 4 = 
600 pounds.* What is the value of the greatest twisting moment 
in the shaft ? 

At any section between the first and second pulleys, the 
twisting moment is 

400 x 15 = 6,000 inch-pounds; 

at any section between the second and third it is 

400 X 15 -f- 500 X 15 = 13,500 inch-pounds; and 
at any section between the third and fourth it is 

400 X 15 + 500 x 15 - 750 X 30 - 9,000 inch-pounds. 
Hence the greatest value is 13,500 inch-pounds. 

91. Torsional Stress. The stresses in a twisted shaft are 
called "torsional" stresses. The torsional stress on a cross-section 
of a shaft is a shearing stress, as in the case illustrated by Fig. 55, 
which represents a flange coupling in a shaft. "Were it not for 
the bolts, one flange would slip over the other when either part 
of the shaft is turned; but the bolts prevent the slipping. Obvi- 
ously there is a tendency to shear the bolts off unless they are 
screwed np very tight; that is, the material of the bolts is sub- 
jected to shearing stress. 

Just so, at any section of the solid shaft there is a tendency 
for one part to slip past the other, and to prevent the slipping or 

* Note. These numbers were so chosen that the moment of P (driving 
moment) equals the sum of the moments of the other forces. This is always 
the ease in a shaft rotating at constant speed; that is. the power given the 



shaft is not a uniform stress, its value per unit-area being zero at 
the center of the section, and increasing toward the circumference. 
In circular sections, solid or hollow, the shearing stress per unit- 
area (unit-stress) varies directly as the distance from the center 
of the section, provided the elastic limit is not exceeded. Thus, 
if the shearing unit-stress at the circumference of a section is 





1,000 pounds per square inch, and the diameter of the shaft is 
2 inches, then, at -J- inch from the center, the unit-stress is 500 

* ' *j / 

pounds per square inch; and at inch from the center it is 250 
pounds per square inch. In Fig. 55 the arrows indicate the 
values and the directions of the shearing stresses on very small 
portions of the cross-section of a shaft there represented. 

92. Resisting Moment. By "resisting moment" at a sec- 
tion of a shaft is meant the sum of the moments of the shearing; 

o 

stresses on the cross-section about the axis of the shaft. 

Let S H denote the value of the shearing stress per unit-area 
(unit-stress) at the outer points of a section of a shaft; d the 
diameter of the section (outside diameter if the shaft is hollow); 
and rfj the inside diameter. Then it can be shown that the re- 
sisting moment is: 

For a solid section, 0.1963 S s d*\ 

0.1963 S (d i - d 1 } 



For a hollow section, 



d 



any section. II' T be 'used io denote twisting moment, Ilicn we 
have the formulas : 

For solid circular shafts, 0.1', W5i S s r/ :1 : T; ) 

v 1 11 i 1 ft tU-W^V'' 4 ' "'/I T "(IS) 
1 or hollow eirc.nlar shafts, - 1. ( \'*>/ 

In any j)ortion of a shaft of constant diuinelcr, (he unit- 
shearing stress >S U is {jTeatest where the twisting moment is <nvn(es!. 

ft S o ~ O 

Jleiiee, to c.oDipute tlie ^'I'ealc'.^t iinit-sJiearinn; .stress in a nliafl, 
\ve iirst deterinino the value of llio n-realest hvislin^ moment, 
suilwtitute its value in the lirnt or see.ond eijnalion above, as llie 
ease may he, and solve for S H . It is customary to express T in 
inch -pounds and 1.1 le diameter in inches, S H then lieinn- in pounds 
per sijuaro inc,h. 

.ftwtMflli'x. 1. (-omjnilo the. value of (he ^realest sliearinj; 
unit-stress in the portion of the shaft hehveen (hi* first and second 
pulleys J'c] iresen ted in .Ki^. 5-1, assuming values of (he forces and 
pulley radii JIM ^iven in Iho example of arliclc ill). Suppose ;ilso 
that the shaft is solid, ils diameter hcino- , u j inches. 

Tlio twisting moment T at any sin-lion of (he portion between 
tho first and second pulleys is (>,()()(> inch-pounds, as shown in the 
example referred to. .Hence, substituting in the lirst of the two 
formulas 15 above, we have 



a 0,000 

or, h s = : vr-|-,r|.-.v-\;,-,; : H,X'.M) pounds per square inch. 

This is the value of the unit-stress at the outside portions of all 
sections between the. first and second pulleys. 

53. A hollow shaft is circular in cross-section, and its outer 
and inner diameters are 1(5 and S inches respect ively. If the 
working strength of the material in shear is 10,000 pounds per 
square inch, what twisting moment can the shaft safely sustain { 

The problem requires that we merely substitute (he values of 
S s , </, and //, in the second of the above formulas IT), and solve for 



T 



I J 

Ans. 8,595 pounds per square inch 

2. A solid shaft is circular in cross-section and is 9. (3 inches 
in diameter. If the working strength of the material in shear is 
10,000 pounds per square inch, how large a twisting moment can 
the shaft safely sustain? (The area of the cross-section is practically 
the same as that of the hollow shaft of example 2 preceding.) 

Ans. 1,736,736 inch-pounds. 

94. Formula for the Power Which a. Shaft Can Transmit. 
The power that a shaft can safely transmit depends on the shear- 
ing working strength of the material of the shaft, on the size of 
the cross-section, and on the speed at which the shaft rotates. 

Let II denote the amount of horse-power; S s the shearing 
working strength in pounds per square inch; d the diameter 
(outside diameter if the shaft is hollow) in inches; d { the inside 
diameter in inches if the shaft is hollow; and -n the number of 
revolutions of the shaft per minute. Then the relation between 
power transmitted, unit-stress, etc., is: 

For solid shafts, II = .joi'nnn'' 

r j nO 1 .* M M * I 

(16) 

rs i //.' ti ~"\ >, i 

For hollow shafts, 11 = 



321,000 d 

1. What horse-power can a hollow shaft lf> 
inches and 8 inches in diameter safely transmit at 50 revolutions 
per minute, if the shearing working strength of the material is 
10,000 pounds per square inch? 

We have merely to substitute in the second of the two for- 
mulas 16 above, and reduce. Thus, 

TT 10,000 (16* -S 4 ) 50 pnnn , 

H == 321,000 X Ib = ' horse-power (nearly). 

2. What size of solid shaft is needed to transmit 6,000 horse- 
power at 50 revolutions per minute if the shearing working 
strength of the material is 10,000 pounds per square inch? 
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We have merely to substitute in the first of the two formulas 
Jo, and solve for d. Thus, 



A f 73 

therefore d z = 



321,000 

6,000 X 321,000 
10,000 X 50 



or, d =-- 1^3,852 = 15.68 inches. 

(A solid shaft of this diameter contains over 25% more material than 
the hollow shaft of example 1 preceding. There is therefore considerable 
saving of material in the hollow shaft.) 

3. A solid shaft 4 inches in diameter transmits 200 horse- 
power while rotating at 200 revolutions per minute. What is the 
greatest shearing unit-stress in the shaft? 

We have merely to substitute in the first of the equations 16, 
and solve for S s . Thus, 

S s X 4* X 200. 
~ 321,000 

<* 20Q X 321,000 . 

or, b = . 3 v"90n == 5,01o pounds per square inch. 



EXAMPLES FOR PRACTICE. 

1. What horse-power can a solid shaft 9.6 inches in diameter 
safely transmit at 50 revolutions per minute, if its shearing work- 
ing strength is 10,000 pounds per square inch? 

Ans. 1,378 horse-power. 

2. What size of solid shaft is required to transmit 500 horse- 
power at 150 revolutions per minute, the shearing working strength 
of the material being 8,000 pounds per square inch. 

Ans. 5.1 inches. 

3. A hollow shaft whose outer diameter is 14 and inner 6.7 
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materials. We shall now consider principally the elongation of 
rods, deflection of beams, and twist of shafts. 

95. Coefficient of Elasticity. According to Hooke's Law 
(Art. 9, p. 7), the elongations of a rod subjected to an increasing 
pull are proportional to the pull, provided that the stresses due to 
the pull do not exceed the elastic limit of the material. Within 
the elastic limit, then, the ratio of the pull and the elongation is 
constant; hence the ratio of the unit-stress (due to the pull) to the 
unit-elongation is also constant. This last-named ratio is called 
" coefficient of elasticity." If E denotes this coefficient, S the 
unit-stress, and s the unit-deformation, then 



Coefficients of elasticity are usually expressed in pounds per square inch, 

The preceding remarks, definition, and formula apply also to 
a case of compression, provided that the material being compressed 
does not bend, but simply shortens in the direction of the com- 
pressing forces. The following table gives the average values of 
the coefficient of elasticity for various materials of construction: 

TABLE Q. 

Coefficients of Elasticity. 



Material. 


Average Coefficient of Elasticity. 


Steel 


30,000,000 pounds per square inch 


Wrought iron 
Cast iron 


27,500,000 " " " " 
15,000,000 " " " " 


Timber 


1,800,000 " " " " 







The coefficients of elasticity for steel and wrought iron, for different 
grades of those materials, are remarkably constant; biit for different grades 
of cast iron the coefficients range from about 10,000,000 to 30,000,000 pounds 
per square inch. Naturally the coefficient has not the same value for the 
different kinds of wood; for the principal woods it ranges from 1,600,000 



(17') 

The first of these two equations is used for computing the value of 
the coefficient of elasticity from measurements of a " test," and 
the second for computing the elongation or shortening of a given 
rod or bar for which the coefficient is known. 

Examples. 1. It is required to compute the coefficient of 
elasticity of the material the record of a test of which is given on 
page 9. 

Since the unit-stress S and unit-elongation s are already 
computed in that table, we can use equation 17 instead of the first 
of equations 17'. The elastic limit being between 40,000 and 
45,000 pounds per square inch, we may use any value of the 
unit-stress less than that, and the corresponding unit-elongation. 

Thus, with the first values given, 

5,000 

lli := 

With the second, 

E = 

This lack of constancy in the value of E as computed from different 
loads in a test of a given material, is in part due to errors in measuring the 
deformation, a measurement difficult to make. The value of the coefficient 
adopted from such a test, is the average of all the values of E which can be 
computed from the record. 

2. How much will a pull of 5,000 pounds stretch a round 
steel rod 10 feet long and 1 inch in diameter ? 

We use the second of the two formulas 17'. Since A = 
0.7854 X I 2 = 0.7854 square inches, I = 120 inches, and E = 
30,000,000 pounds per square inch, the stretch is: 

5,000 X 120 



-07854 X 30,000,000 



. . 
mch ' 
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iinds will stretch a rod 1 inch in diameter and 4 feet 
ich? 

Ans. 27,000,000 pounds per square inch. 
v much will a pull of 15,000 pounds elongate a round 

10 feet long and 1 inch in diameter ? 

Ans. 0.152 inch. 
mperature Stresses. In the case of most materials, 

or rod is heated, it lengthens; and when cooled, it 
; is free to do so. The coefficient of linear expansion 
L is the ratio which the elongation caused in a rod or 
aterial by a change of one degree in temperature hears 
L of the rod or bar. Its values for Fahrenheit degrees 
follows : 

For Steel, 0.0000065. 

For Wrought iron, .0000067. 
For Cast iron, .0000062. 

)e used to denote this coefficient; t a change of tem- 
degrees Fahrenheit; I the length of a rod or bar; 
hange in length due to the change of temperature. 

D = K t L (18) 

are expressed in the same unit. 

id or bar is confined or restrained so that it cannot 
:ngth when it is heated or cooled, then any change in 
Lire produces a stress in the rod; such are called tem= 
2sses. 

>les. 1. A steel rod connects two solid walls and is 
so that the unit-stress in it is 10 ; 000 pounds per 
Its temperature falls 10 degrees, and it is observed 
Is have not been drawn together. What is the temper- 
produced by the change of temperature, and what is 
:iit-stress in the rod at the new temperature ? 
lenote the length of the rod. Then the change in 
i would occur if the rod were free, is given by formula 
ins: 



LlitJ J.1CW 



produced an effect equivalent to an elongation in the rod amount- 
ing to D, and hence a tensile stress. This tensile stress can be 

O ' 

computed from the elongation D by means of formula 17. Thus, 

S = E a; 

and since s, the unit-elongation, equals 
D .0000065 I 



/ U 

S = 30,000,000 X .0030055 = 195.0 pounds per square inch. 
This is the value of the temperature stress; and the new unit- 
stress equals 

10,000 + 195.0 = 10,195 pounds per square inch. 

Notice that the unit temperature stresses are independent of the length 
of the rod and the area of its cross-section. 

2. Suppose that the change of temperature in the preceding 
example is a rise instead of a fall. "What are the values of the 
temperature stress due to the change, and of the new unit-stress in 
the rod ? 

The temperature stress is the same as in example 1, that is, 
1,950 pounds per square inch ; but the rise in temperature 
releases, as it were, the stress in the rod due to its being screwed 
up, and the final unit stress is 

10,000 - 1,950 = 8,050 pounds per square inch. 

EXAHPLE FOR PRACTICE, 

1. The ends of a wrought-iron rod 1 inch in diameter are 
fastened to two heavy bodies which are to be drawn together, the 
temperature of the rod being 200 degrees when fastened to the ob- 
jects. A fall of 120 degrees is observed not to move them. 
What is the temperature stress, and what is the pull exerted by 
the rod on each object ? 

j Temperature stress, 22,000 pounds per square inch. 
Ans * \ Pull, 17,280 pounds. 
97. Deflection of Beams. Sometimes it is desirable to know 



given loaa. in laoie JD, page od, rare J, are given lorinuias lor 
deflection in certain cases of beams and different kinds of loading. 

In those formulas, d denotes deflection; I the moment of inertia of the 
cross-section of the beam -with respect to the neutral axis, us in equation G ; 
and E the coefficient of elasticity of the material of the beam (for values, see 
Art. 95). 

In each case, the load should be expressed in pounds, the length in 
inches, and the moment of inertia in biquadratic inches; then the deflection 
will be in inches. 

According to the formulas for d, the deflection of a beam 
varies inversely as the coefficient of its material (E) and the mo- 
ment of inertia of its cross-section (I) ; also, in the first four and 
last two cases of the table, the deflection varies directly as the cube 
of the length (Z 3 ). 

Example. What deflection is caused by a uniform load of 
0,400 pounds (including weight of the beam) in a wooden beam 
on end supports, which is 12 feet long and 6 X 13 inches in 
cross -section ? (This is the safe load for the beam ; see example 
1, Art. 05.) 

The formula for this case (see Table J3, page 53) is 

5 WZ 3 



,l 



384 El ' 



Here "W = 0,400 pounds ; I 144 inches ; E == 1,800,000 
pounds per square inch ; and 

I = ^ Itf = - - G X 12 3 = 864 inches 4 . 

LA i& 

Hence the deflection is 

7 __ 5X6,400X144 3 _ 



~ 384 X 1,800,000 X 804 ~ ' 

EXAMPLES FOR PRACTICE. 

1. Compute the deflection of a timber built-in cantilever 
8x8 inches which projects 8 feet from the wall and bears an 
end load of 900 pounds. (This is the safe load for the cantilever, 
see example 1, Art. 65.) 

Ana. 04. 3 in nil. 



Ans. 0.28 inch. 

98. Twist of Shafts. Let Fig. 57 represent a portion of a 
shaft, and suppose that the part represented lies wholly between 




Fig. 57. 

two adjacent pulleys on a shaft to which twisting forces are applied 
(see Fig. 54). Imagine two radii ina and nb in the ends of the 
portion, they beingparallel as shown when the shaft is not twisted. 
After the shaft is twisted they will not be parallel, ma having 
moved to ?', and nlj to itlS. The angle between the two linec in 
their twisted positions (ina 1 and lib'} is called the angle of twist, 
or angle of torsion, for the length I. If a a' is parallel to al, then 
the angle a"nb' equals the angle of torsion. 

If the stresses in the portion of the shaft considered do not 
exceed the elastic limit, and if the twisting moment is the same 
for all sections of the portion, then the angle of torsion a (in 
degrees) can be computed from the following: 

For solid circular shafts, 



a = 



584 



36,800,000 



For hollow circular shafts, 

584 Tld 30,800,000 HZ 



a =. 



(19) 



Here T, I, d, d^ H, and n have the same meanings as in Arts. 93 
and 94, and should be expressed in the units there used. The 
letter E 1 stands for a quantity called coefficient of elasticity for 
shear; it is analogous to the coefficient of elasticity for tension and 
compression (EV Art. 95. The values of E 1 for a few materials 



For Wrought iron, 10,000,000 " " " " 
For Cast iron, 6,000,000 " " " " 

Example. What is the value of the angle of torsion of 
steel shaft 60 feet long when transmitting 6,000 horse-power 
50 revolutions per minute, if the shaft is hollow and its outer ai 
inner diameters are 16 and 8 inches respectively ? 

Here I = 720 inches; hence, substituting in the approprh 
formula (19), we find that 

' ft c\f\r\ ^, fyon 

= 4.7 degrees. 



11,000,000 X (16* - 8' 1 ) 50 

EXAMPLE FOR PRACTICE. 

Suppose that the first two pulleys in Fig. 54 are 12 f< 
apart; that the diameter of the shaft is 2 inches; and that P x = 4 
pounds, and a^ = 15 inches. If the shaft is of wrought in 
what is the value of the angle of torsion for the portion betwe 
the first two pulleys ? 

Ans. 3.15 degre 

99. Non-elastic Deformation. The preceding formulas J 
elongation, deflection, and twist hold only so long as the greati 
unit-stress does not exceed the elastic limit. There is no theo 
and no formula, for non-elastic deformations, those correspondi 
to stresses which exceed the elastic limit. It is well known, ho 
ever, that non -elastic deformations are not proportional to 1 
forces producing them, but increase much faster than the loa 
The value of the ultimate elongation of a rod or bar (that is, 1 
amount of elongation at rupture), is quite well known for ma 
materials. This elongation, for eight-inch specimens of vark 
materials (see Art. 16), is : 

For Cast iron, about 1 per cent. 
For Wrought iron (plates), 12 - 15 per cent. 
For " " (bars), 20-25 " " . 

For Structural steel, 22 - 26 " " . 

Specimens of ductile' materials (such as wrought iron s 
structural steel \ when pulled to destruction, neck down, that 



ioo. Kinds of Joints. A lap joint is one in wnicn me 
:es or "bars joined overlap each, other, as in Fig. 58, a. A. butt 
it is one in which the plates or bars that are joined butt against 
a other, as in Fig. 58, b. The thin side plates on butt joints 



} HP 




p-e- 



Fig. 58. 

called cover=plates ; the thickness of each is always made not 

than one-half the thickness of the main plates, that is, the 
;es or bars that are joined. Sometimes butt joints are made 
i only one cover-plate; in such a case the thickness of the 
3r-plate is made not less than that of the main plate. 

"When wide bars or plates are riveted together, the rivets are 
:ed in rows, always parallel to the " seam " and sometimes also 
lendicular to the seam; but when we speak of a row of rivets, 
mean a row parallel to the seam. A lap joint with, a single 

of rivets is said to be single=riveted ; and one with two rows 
ivets is said to be double=riveted. A. butt joint with two rows 
ivets (one on each side of the joint) is called "single-riveted," 

one with four rows (two on each side) is said to be " double - 
ted." 

The distance between the centers of consecutive holes in a 

of rivets is called pitch. 

101. Shearing Strength, or 5he:*ring; Value, of a Rivet. 
en a lap joint is subjected to tension (that is, when P, Fig. 58, 
i a pull), and when the joint is subjected to compression (when 

a push), there is a tendency to cut or shear each rivet along 
surface between the two plates. In butt joints with two cover- 



s a tendency to cut or shear each rivet on two sur- 
r. 58, 6). Therefore the rivets in the lap joint are 
ingle shear ; and those in the butt joint (two covers) 
in double shear. 

jaring value" of a rivet means the resistance which 
ffer to forces tending to shear it on its cross-section. 
)ends on the area of the cross-section and on the work - 
> the material. Let d denote the diameter of the 
and S s the shearing working strength. Then, since 
3 cross-section equals 0.7854 d", the shearing strength 

For single shear, 0.7854 d 2 S 3 . 

For double shear, 1.5708 d 2 S a . 

aring Strength, or Bearing Value, of a Plate. When 
jected to tension or compression, each rivet presses 
of the sides of the holes through which it passes.' 
value" of a plate (in this connection) is meant the 
ted by a rivet against the side of a hole in the plate, 
ate can safely stand. This value depends on the 
he plate, on the diameter of the rivet, and on the 
vorking strength of the plate. Exactly how it 
Liese three qualities is not known; but the bearing 
ys computed from the expression t d S c , wherein t 
bickness of the plate; d } the diameter of the rivet or 
:he working strength of the plate. 
ctional Strength of a Joint. When a joint is sub- 
ion or compression, there is a tendency to slippage 
Paces of the plates of the joint. This tendency is 
illy or in part by frictional resistance between the 
:rictional resistance in a well-made joint may be 
rivets are put into a joint hot, and are headed or 
being cooled. In cooling they contract, drawing the 
joint tightly against each other, and producing a 
between them, which gives the joint a correspond- 
ictional strength. It is the opinion of some that 



a frietional strength " of a joint, however, is usually regarded as 
uncertain, and .rren orally no allowance is made for friction in com- 
putations on the strength of riveted joints. 

104. Tensile and Compressive Strength of Riveted Plates. 
The holes punched or drilled in a ]>lafe or bar weaken its tensile 
strength, and to compute that strength it is necessary to allow for 
the holes. By net section, in this connection, is meant, the small- 
est cross-section of the plate or bar ; thin is always a section along 
a lino of rivet holes. 

If, as in tho foregoing article, t denotes the thickness of (ho 
plates joined ; c./, the diameter of the holes; v/,, tho number of riv- 
ets in a row ; tu id '//', tho width of the plate or bar; then the net 
section = ( f /o - vy7) t. 

Lot S t denote tho tensile working strength of the plate ; then 
tho Btrongtli of the unriveted plate is v/'/S t , and the reduced tensile 
strength is (v - v/,^) I S t . 

Tho eompressive strength of a j)late IH also lessened by tho 
presence of holes ; but when they are again lilled up, as in a joint, 
tho metal is replaced, as it were, and tho eompressive strength of 
the plate is restored. No allowance is therefore made for holes in 
figuring tho eompressive strength of a plate. 

105. Computation of the Strength of a Joint. The strength 
of a joint is determined by either (1) the shearing value of the 
rivets; (2) the bearing value of tho plain; or (M) the tensile 
ritrengtli of the riveted plate if the. joint is in tension. Let ]* de- 
note the strength of the joint as computed from the shearing 
values of the rivets ; .!,., that computed from the bearing val-ic of 
tho plates; and ]\, the tensile strength of tho riveted plates. 
Then, as before explained, 



.IV- - ", 0.7,sr,.{ : ,/\S,,; and . ( 2 o) 

r,.-- //.,^/y t , ; ) 

!)., denoting the total nnniber of rivets in tho joint ; and /;, denot- 
ing the total number of rivets in a Ism -joint, and one-half the 



ngle lap joint double-riveted, six rivets in two rows. 
ir of tlie rivets is inch, and the working strengths 
: S t --= 12,000, S 8 = 7,500, and S c = 15,000 pounds 
ch, what is the safe tension which the joint can 

= 3, n a = 6, and n 3 6 ; hence 

r _ 3 X -?-) X -i- X 12,000 = 31,500 pounds; 

X 3.7854 X (-^Y X 7,500 = 19,880 pounda ; 
X -4- X -T- X 15,000 = 33,750 pounds. 

f*J "rfc 

B the least of these three values, the strength of the 
on the shearing value of its rivets, and it equals 

'36 that the plates described in the preceding example 
means of a butt joint (two cover-plates), and 12 
, being spaced as before. What is the safe tension 
fc can bear ? 
= 3, n 2 = 12, and n 3 = 6; hence, as in the preced- 

1,500; and P c = 33,750 pounds; but 

2 X 0.7854 X (-|-) 2 X 7,500 = 39,760 pounda 

pals 31,500 pounds, and the joint is stronger than 

>se *,hat in the preceding example the rivets are 
ws of two. What is the tensile strength of th$ 

- 2. n- 2 = 12, and n. t = 6; hence, as in the preced- 
= 39,760; and P c = 33,750 pounds; but 



Note. Use working Ktrongtlw as in oxamplo 1, above. 
S t = 12,000, S. = 7,500, and S 15,000 pounds per squam inch. 

1. Two half-inch plates 5 inches wide are connected by a 
lap joint, with two |-inch rivets in a row. "What in tho safe 
strength of the joint ? 

Ans. (5,025 pounds. 

2. Solve the preceding example supposing that four ;f-ineb 
rivets are used, in two rows. 

Ann. 18,250 pounds. 

3. Solve example 1 supposing that three !l- inch rivets are 
used, placed in a row lengthwise of tho joint. 

Ans. 17,070 pounds. 

4. Two half-inch platen 5 inch OH wido are connected by a 
butt joint (two cover-plates), and four ^-ineh rivets an^ used, in 
two rows. "What is the strength of tho joint '{ 

Ans. 11,1350 pounds. 

106. Efficiency of a Joint. Tho ratio of (ho Htronglh of a 
joint to that of the solid plate is called tho tv cllicicncy of tho 
joint." If ultimate strengths are used in com puling tho ratio, 
then the efficiency is called ultimate efficiency; and if working 
strengths are used, then it is called working efficiency. In the 
following, we refer to the latter. An eiliciency is BometimoB ox- 
pressed as a per cent. To express it thus, multiply tho ratio 
strength, of joint -=- xtrwiyth of wlnl %>! <'{<'> 1>Y 1 () (). 

Example.. Tt is required to coin] in to tho otlieieneieH of tho 
joints described in tho exam plea worked out in tho preceding article. 

In oach case the plate is inch thick and 7i inches wide; 
hence the tensile working strength of the solid plalo is 

7~ X - - X 1.2,000 =-.-= 45,000 pounds. 

Therefore the efficiencies of the joints are : 
^ 19,880 .... '. 



0-70, or 70 F r ccmt; 
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REVIEW QUESTIONS 

ON THE SUBJECT OF 

BRIDGE ENGINEERING 

PART I 



1. Write a short history of early bridges. 

2. Define: Truss, bridge truss, truss bridge, girders, and 
girder bridges. 

3. Draw an outline of a through bridge, and also an outline 
of a deck bridge. 

4. Make an outline diagram of a truss, and write the names 
of the various parts on the respective members. 

5. Make an outline diagram of a Warren, Howe, Pratt, 
bowstring, and Baltimore truss. 

6. Compute the weight of steel in a 130-foot highway 
bridge whose trusses are 16 feet center to center, given TF" = 34+ 
22b+0.16W+0.7Z. 

7. Compute the weight of steel in a deck plate-girder span 
of 100 feet. Loading, E 50. Given W ~i24.0-f-12.OZ. 

8. What are equivalent uniform loads? 

9. What is Cooper's E 40 loading? 

10. Prove that the stress in a diagonal of a horizontal chord 
truss with a simple web system is V sec <. 

11. Prove that the chord stress is M-t-h, where M is the 
moment at the point, and h is the height of the truss. 

12. Prove that the load must be on the segment of the span 
to the right of the section to produce the maximum positive shear. 

13. Compute the maximum positive and negative live-load 



BRIDGE ENGINEERING 

PART II 



1. Write an essay of 200 words on the economic considera- 
tions governing the decision to build and the decision as to what 
kind of bridge to emploj^. 

2. What determines the height and width of railroad truss 
bridges? 

3. Draw a clearance diagram for a bridge on a straight 
track, and state what allowance should be made if the bridge 
is on a curve. 

4. Describe a stress sheet, and tell what should be on it. 

5. Make a sketch of a cross-section of a deck plate-girder, 
showing the cross-ties, guard-rails, and rails in place. 

6. Make a sketch showing how tracks on curves are con- 
structed. 

7. What is the span under coping, the span center to center 
of bearings, and the span over all? 

8. Design' a tie for Cooper's E 50 loading. 

9. If the end shear of a plate-girder is 394 500 pounds, 
design the web section, it being 108 inches deep. 

10. If the dead-load moment is 8 489 000 pound-inches 
and the live-load moment is 30 610 000 pound-inches, design the 
flange, if the distance back to back of flange angle, is 7 feet 6| 
inches, it being assumed that the web does not take any bending 
moment. 

11. If, in the girder of Question 10, above, the web were 
90 by T- inch, design the flange, considering of the gross area 
of the web as effective flange area. 



REVIEW QUESTIONS 

ON THE SUBJECT OF 

STRENGTH OF MATERIALS 

PART I 



1. When a f-inch round rod sustains a pull of 10,000 pounds, 
what is the value of the unit-tensile stress in the rod? 

2. What do you understand by Hooke's Law? 

3. What are the dimensions of a square white pine post, 
needed to support a steady load of 6,500 pounds with a factor of 
safety of 8? 

4. How large a force is required to punch a 1-inch hole 
through a f-inch plate of wrought iron, if the ultimate shearing 
strength of the material is 40,000 pounds per square inch? 

5. Compare the ultimate strengths of wood along and 
across the grain; also the ultimate tensile and compressive strengths 
of cast iron. 

6. Make a sketch of a beam 20 feet long resting on end 
supports, and represent loads of 6,000, 3,000, 1,000, and 4,000 
pounds at points 2, 5, 11, and 16 feet from the left end, respec- 
tively. What is the value and sign of the moment of each of these 
loads about the middle of the beam? Also about the left end? 

7. A beam 15 feet long is supported at two points, 2 feet 
from the right end, and 3 feet from the left end. If the beam 
sustains a uniform load of 400 pounds per foot, what are the 
values of the reactions? 

8. Compute the values of the external shear and bending 
moment for the loaded beam described in Question 6, at sections 
1, 4, 10, and 15 feet from the left end. 

9. Draw shear and moment diagrams to scale for the beam 
described in Question 7. 

10. Suppose a T-bar 2 inches deep, has a flange 3 inches 



REVIEW QUESTIONS 

ON THE SUBJECT OF 

STRENGTH OF MATERIALS 

PART II 



1. A cantilever beam G feet in length projects from a wall 
and sustains an end load of 300 pounds. The cross-section being 
as in Fig. 38, find the greatest tensile and compressive unit-stresses 
and state where they occur. 

2. An I-beam weighing 30 pounds per foot, rests on end 
supports 25 feet apart. Its section modulus is 20.4 'inches, and 
its working strength 16,000 pounds per square inch. Calculate 
weight of the beam. 

3. A wooden beam 15 feet long, 4X14 inches in. cross- 
section sustains a load of 4,000 pounds 5 feet from one end, and 
2,000 pounds at the middle. Compute the greatest unit shearing 
stress. 

4. What do you know about radius of gyration? Give an 
example. 

5. Find the factor of safety of a 24-inch 80-pound steel 
I-beam 15 feet long, used as a flat-ended column to sustain a load 
of 150,000 pounds. Note Use "Rankine's Formula". 

6. A steel Z-bar is 20 feet long and has square ends; the 
least radius of gyration of its cross-section is 3.1 inches, and its 
area of cross-section is 24.5 square inches. Calculate the safe 
load with a factor of safety of 6. Note Use "Rankine's For- 
mula". 

. 7. Make sketches of the following: 

Lap joint single-riveted; 
Lap joint double-riveted; 
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